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BRIEFLY TOLD. 
oe 

DEATH FRED. W. Day, or CoLumBus, OHIO.—Some days ere 
this notice shall have aroused the sympathies of our craft, the grave will 
ave infglded in unrelenting embrace al] that was mortal of a bright and 
promising man—F red. W. Day, late Superintendent of Distribution of 
the Columbus Gas Light and Coke Company. At the Sandusky session 
of the Ohio Association were one asked to predict who might next be 
called upon from out of that gathering to pay the last and supreme draft 
which nature draws upon her creatures, the subject of this memoir would 
not have been even thought of in the prediction. However, grim death, 
choice, pays small respect to the probabilities, and, in fact, 
riots greatest when his seal is placed on youth, abounding seemingly in 
the vigor which all that term implies. Mr. Day’s summons to earth came 
at midnight, Friday, 25th ult., the inciting cause being traceable to 
a rather severe cold, which subsequently developed into acute peritonitis. 
His illness, from inception to its fatal termination, lasted 8 days. Our 
readers will take it for granted, more especially those who were person- 


OF 


in his fatal 


on 


| ally acquainted with his lively and generous ways, that his superiors and 


Books.— We will forward by express, at publisher’s lowest rates, any book—scien- | 
. . ~ . . 

|ice in 1877 (then in his 
| responsible position from which death alone removed him. 


tific or otherwise—to any address in the United States or Canada. No books | 
will be sent C. O. D. 
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| confreres on the staff of the Columbus Company will sadly miss an hon- 
est employee and a tried friend. Deceased entered the Company’s serv- 
17th year), and, step by step, he advanced to the 
A widowed 


| mother, to whose comfort it was his best pleasure to minister, survives 


|him. The funeral services were celebrated last Monday, and the attend- 
ance thereat attests the high esteem in which deceased was held by 
|those best fitted to form an opinion on his merit as a friend and 
his worth as a man. 





THE DISASTER AT MONTREAL, Can.—Advices from Montreal, Canada, 
| dated May 26, bring an imperfect report respecting an accident—which 
| evidently resulted from an utter disregard of the hard-and-fast law about 
ag gas works that prohibits the use of lights in certain divisions of such 
| establishments—that caused a deplorable loss of human life, and the de- 
struction of much valuable property. While not at present in possession 
| of sufficient facts to claim to speak with accuracy, the reports goto show 
| that the huge holder recently constructed by the Montreal Gas Light 
|Company for the better supply of what is locally known as the Hoche- 
|laga district of the city, and which was either recently put in action or 
| was being tested, had developed a leak—as a rule all gasholders in the 
| Dominion are inclosed in brick buildings, as was the case with the one 
|in question. The necessary preliminary preparations were at once made 
| to discover the defective points, and when these had progressed suffici- 
ently a workman, carrying alantern, is said to have attempted to enter 
| the tank through the crown manhole. A tremendous explosion instantly 
| took place. The massive roof of the house was hurled upwards, the 
walls were thrown outwards, and the wreck was complete. The roof 
settled back on the holder, and it is supposed that this descent is respons- 
| ible for the greater part of the fatal injuries received by the laborers. Of 
| these 6 were instantly killed, while it is reasonably certain that out of 10 
|others injured 4 will die. The monetary loss is put at figures varying 
| between $50,000 and $100,000 ; although itis likely the lesser estimate will 
| about cover the maximum damage. We hope in our next to give some 
reliable account of this awful disaster. 
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THE PHILADELPHIA TAR ConTRACT.—Mayor Fitler, judging from the 
temper exhibited by him over the matter—said ebullition having been 
manifested something like ten days ago, and it was quite after the style 
of the Hon. Mr. Hewitt, of New York—is not disposed to give away the 
tar produced at the local gas works. At least we judge so from the fact 
that letters were forwarded to the two bidders—Messrs. Stellwagon’s 
Sons and M. Ehret & Co.—informing them that their bids had been re- 
jected, and that it was the intention of the Corporation to once more ad- 
vertise for proposals, ‘‘ under modified specifications.” In commenting 
on this matter at the present time, we must confess to make our approach 
thereto somewhat in line with the party whom we are told once hung 
suspended between the devil and the deep sea. In the first place, we 
must either appear to defend the tar-combination—which is in bad odor 
with independent gas makers just now, by condemning what, at first 
glance, and despite the stated reservation on the part of the city of the 
right to reject any and all bids, seems to be tantamount to a virtual 
breach of good faith ; or, on the other hand, to defend the city’s action 
at the exjense of those who seemingly bid in good faith. However, 
since he who hesitates is lost, we will plunge into the sea, consoling our- 
selves with the reflection that his sulphurous majesty’s nominal condi- 
tion might be improved were he to follow suit. The prices at which 
either of the would-be contractors—on the 3-years’ basis Ehret bid 214 
cents, the Stellwagons offering 26} cents per ton of coal carbonized- 
offered to take the tar are ridiculously inadequate. We have no hesita- 
tion in asserting, so amazingly has the demand for this residual increased 
within the last 18 months, that were the tar trust to fail of its cohesive 
powers, the Philadelphia Corporation would have no trouble in obtain- 
ing 2} cents, or even 3 cents, for every gallon of that ill-smeYing article 
made on its works. So thoroughly in control of the situation, however, 
does the tar trust seem to be, that those whe would like to take an inde- 
pendent hand in the fray scruple not in saying that such action would 
involve them eventually in financial ruin. The organization, then, 
amongst the tar men compels our admiration for its thoroughness, 
although still continuing to deprecate their rapacity. While on this 
subject it might be well to state that some of our gas makers—notably 
those on the line or within easy striking distance of the Ohio river—are 
becoming restive over the grip in which they have been held by the 
trust; and, if we mistake not, the Secretary of the combination is to be 
chastened soon by a stroke of asperity in the shape of the non-renewal 
of his contract with the proprietors of the Louisville, Ky., Gas Light 
Company, who, we understand, are seriously thinking of working up 
the tar product of their plant, on home account and risk. Be this as it 
may, and we hope ‘‘it may,” we are inclined to think that Mayor Fitler 
and Director Wagner, in taking advantage of their specified right on be 
half of the city to, for its protection, reject any or all bids, have justice 
on their side in again asking for a better or a more generous allowance 


from the kings of the Tar Trust. In closing we may say that the highest | 


bidder in the last contest proposes to appeal to the courts for relief; but 
we fail to see on what ground they hope to secure a verdict, remember- 
ing that fatal ‘‘ right to reject” proviso in the specifications. 

LOWELL, MaAss., ALMOST AT THE COVETED FiIGURE.—He who a dec- 
ade ago assured his hearers that any Eastern gas company would at the 
end of that decade be selling gas to all its consumers at the net rate of 


$1 per thousand, would be either flouted as an enthusiast or pitied as a| 


crank. But the passing of the years would have dissipated the verdict 
of the scoffers; for Boston has sold—although the rate is not an uni- 
versal one—and is selling gas at the famous dollar mark, and Lowell is 
all but in the same boat. In fact we think the Mack-Bartlett-Cushing 
dynasty will be eventually entitled to the credit of having, without any 
other inciting cause than the laudable one which spurs any set of manu- 
facturers to make fair profits out of big sales, instead of trusting to se- 
cure bigger profits out of smaller sales, first fairly gained the dollar goal. 
In the spring of this year the net price of gas in Lowell was reduced to 
$1.10 per thousand ; and we have every reason to say that by May 10th, 
1889, the lonesome dime will have been sent off to find companionship 
with the other fractional currency that, at one time or another, has been 
lopped off the face of the Lowell gas consumer’s monthly account, ‘‘as 
rendered.” In order to show that Lowell’s progressive course has not 
been unduly influenced by conservative capitalization, we mention that, 
reckoning on capital per thousand cubic feet of gas sold, four other Mas- 
sachusetts companies are better off in this respect than is the Spindle 


City Company—namely, the old Boston Company, and the ones at | Superintendent. 
| 


Adams, Haverhill and Taunton—the figures, in respect of each instance, | 


in the order above named, being : $2.923, $2.185, $2.896, $2.082 and $2.818. 
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the city, of which 4,767 are either 2 or 3-light capacity, To further em 
phase this feature of the Lowell situation, it may be mentioned that the 
average consumption (per annum) per consumer is 25,809 cubic feet, 
which per capita showing is exceeded by no less than 14 other compan- 
1es in the State. In the number of consumers per mile of main, how- 
ever, Lowell has quite an advantage, in that these are returned as 96.7 ; 
although here again 8 other companies enjoy a better position—the old 
| Boston, with 209.7; Haverhill, 110.4; Worcester, 97.5. The residuals 
receipts figure prominently in the search for a reason why Lowell can 
be so generous, for these are seen to be equal to 53.61 per cent. on the 
cost of coal carbonized. The figures above given are taken from returns 
for year ending June 30, 1887. Supt. Cushing means business, and al- 
ways did. 


ANNUAL MEETING, PORTLAND, MAINE.—Supt. Yorke came with fly 
ing colors out of the contest with electricity in Portland during the last 
year, if the reports read at the Company’s annual meeting (held May 16) 
are to be accepted as evidence of an impartial nature. We think, though, 
that President Daveis may be trusted to have told the whole truth to the 
stockholders, especially since the latter subsequently selected him to be 
their chief executive for the ensuing year, to which we might add that 
Treasurer Rolfe and Accountant Griffin were similarly honored. Dur 
ing the year the Company’s output amounted to 49,467,000 cu. ft., and 
the consumer’s list was increased to 2,684—a guin of 59. The extraordi 
nary expenses during the year included the cost (about $1,500) of a new 
roof to the retort house; and we notice that the President pays a well 
merited tribute to Supt. Yorke for his vigilance in this instance. We 
have, along with our readers, known of instances where the weakness of 
similar structures in other parts of the country, was not discovered uutil 
shortly before either the building department or the coroner was sum 
moned to make an inquiry or to hold an inquest. During this season 
the Company will renew 8 benches of sixes, will put ina new exhauster, 
and construct a new revivifying shed, besides making considerable main 
Probably $10,000 will be needed for this 
work ; but ‘‘the Company has the money in its banker's vaults.” As 


renewals and extensions. 


stated some time ago in the JOURNAL, the Company not long since made 
a 20 cent reduction in selling rates, and while President Daveis admits 
that this, on the former output, means a nominal decrease in receipts of 
$10,000, he nevertheless expects that the increase in sendout, because of 
the concession, will recoup the nominal loss—and we agree With him. 
The Company is in a most flourishing condition, and the stockholders, 
with the single exception of the city—meaning Mayor Chapman—are 
satisfied and happy. Mention of his Honor causes us to revert once more 
to the scheme for disposing of the city’s shares, the bids for which were 
opened, as per programme, on Monday, May 21. To show whether the 
city’s holding should be considered a doubtful asset, we have merely to 
point to the following prices that were offered, and to the peculiar char- 
acter or avocation of some of the bidders—the city’s holding being 1700 
shares, par value of same being $50: E. P. Oxnard bid 70 for 100 shares, 
and would give 75 for a second hundred; the Portland Savings Bank 
bid 90 for 850 shares, and the Maine Savings Bank wanted the balance 
at the same figure—the security is not good enough for the city, which 
is receiving 10 per cent. on its investment, but is eagerly snapped at by 
men sworn to faithfully guard the savings of the poor and rich entrusted 
|to their custody, even though 54 per cent. was all that the bank invest- 
ment would net. The bankers, however, were outbid by Messrs. H. M. 
Payson & Co., who offered 954 for the entire block. The Mayor, we 
opine, did not look for such high figures; but, in any event, the latter 
will be reported back to the City Council, who may yet prevent the 
| change in ownership from taking place. 


| OPENING AN AGENCY.—Hereafter the Ball Engine Company, of Erie, 
|Pa., will have an office in New York city, which step was decided on 
|only after much cogitation on the part of its managers. Why they did 
| not arrive at a speedier conclusion is matter for wonder, since the Com- 
| pany has placed many of its enginesin and around the metropolis. Better 
late than never, though. Mr. Vincent, of the firm of C. R. Vincent & 
Co., will act as manager of the New York headquarters, which are lo- 
|cated at No. 13 Cortlandt street, room 62. 


| In ComMMAND AT GAINESVILLE, TeExas.—Mr. T. C. Hopper, of Phila 
| delphia, Pa., having aequired a large interest in the Gainesville Gas and 
| Coal Company, has placed his son (Edward L. Hopper) in charge as 
The plant is to be enlarged and improved, notable 
among the retort house changes agreed upon being the addition of 1 bench 
of 5’s and 1 of 3's. This ought to prove a profitable venture, for Gaines- 


To show that the Lowell mills do not taxe nearly all the gas made by the | ville is growing rapidly. ‘The officers of the Company are: President, 


local Gas Company, it may be mentioned there are 6322 meters in use in| J. M. Lindsay ; Vice-President, C.C. Hemming; Secretary, H. Lindsay. 
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Natural Gas Fires and Explosions. 
——_— 
Mr. Webster, a noted authority in American fire insurance circles, 
contributed the following interesting article to a recent issue of the 
Chronicle: 

Two important new conditions, which may have a very considerable 
influence on fire hazard, have recently forced themselves upon the atten- 
tion of fire underwriters, viz., conditions brought about by the increas- 
ing use of gas as a domestic and manufacturing fuel, and conditions due 
to the extensive application of electricity. The fuel gas and electric age 
is now in its infancy, but no man who lool:s into the future can doubt 
that it is destined to be a great progressive epoch in the history of the 
world. 

We purpose making a brief and impartial investigation of the fire 
hazard of gaseous fuel, as illustrated in the use of natural gas in the 
State of Pennsylvania during the past three years, and shall set down 
what we believe to be facts as far as we are able to extract them from 
available statistics. 

Within a year or two past we have found many occasions to protest 
against extravagant claims put forth by natural gas enthusiasts as to the 
‘* perfect safety” of this fuel. We de- 
clined to concede, in advance of experience, that a gaseous fuel, whether 
natural as it, now is, or artificial as it sometime may be, is the safest of 
fuels. Nor do we believe there is as yet sufficient evidence on which to 
base a final conclusion. 


Our position has been agnostic. 


* * * * * * * * * 

The ten leading known fire causes in Pennsylvania in the last three 
years are shown below, the losses given being the amount of damage on 
property where fires originated (the losses by exposure are omitted): 


Rank of Ten Leading Known Fire Causes in Pennsylvania in 1885 


Reo $579,680 
2. Forest and prairie fires........ 395,075 
Wi AEE or aleitipteeutelete:s ocd Siaeeeis 189,241 
4. Explosions (unknown)...... 181,538 
i He sok a kee ce ck iow 127,457 
6. Spontaneous combustion. . 113,328 
7. Sparks (locomotive)............. 108,721 
8. Collisions (railroad)............. 105,000 
EE eae ee ee 90,009 
10. Nadural Gade... ...ccccicccee. 72,700 


Rank of Ten Leading Known Fire Causes in Pennsylvania in 1886, 


1. Incendiarism.... ........... ... $492,884 
2. Defective heating apparatus. . 313,832 
ee ee 308,028 
eee ey eee .... 268,942 
5. Electric wires and lights....... . 253,600 
er ea sas 161,426 
Fy Rs och. Shee nie is 160,175 
8. Spontaneous combustion... .. 135,273 
9. Engines and boilers.......... 105,046 
10. Mxplosions (oil). .........05... 97,428 
Rank of Ten Leading Known Fire Causes in Pennsylvania in 1887. 
oe ae $631,391 
2. Defective flues....... 339,620 
eee 280,094 
4. Overheated and defective kilns... 273,006 
a ee 246,033 
ree 231,490 
7. Spontaneous combustion..... . 153,341 
S, Rpert...5-.<.. eee 
9. Explosions (unknown).......... 93,429 
10. Lamp and lantern accidents..... 87,891 


The first thing to be noted, therefore, is the advance of natural gas in 
amount burned from the tenth place to the third or fifth place. It must 
be remembered that this is its record in the whole State, and that the 
natural gas region is only a part of the State. 

The percentage of natural gas fires of the fires of known origin is shown 
by the following brief table : 

Percentage of Natural Gas Fires. 


Number of Per cent. 


fires of Natural Natural 

known origin. gas fires. gas fires. 
Me cal ioee scp oe mace 977 10 1.02 
Re Pee vera 932 32 3.43 
RN RETR oe aie eee 825 33 4.00 


| As in the preceding case, it must be borne in mind that ndtural gas 
| fires amounted last year to 4 per cent. of the whole number of fires of 
| known origin in Pennsylvania ; it follows, therefore, that in the natural 
gas region the percentage of fires from this cause was much higher. If 
| only one-half of last year’s fires in Pennsylvania occurred in the natural 
| gas belt, then 8 per cent. of the fires in that section were caused by this 
| gas ; if only one-third or one-fourth, then the percentage rises to twelve 
cr sixteen. 

The Chronicle received reports of 75 natural gas fires in Pennsylvania 
during the three years ending with 1887, but probably this was by no 
| means acomplete record. The following table shows the aggregate num- 
| ber of risks burned and the money losses by these fires : 


Three Years’ Losses in Pennsylvania by Natural Gas Fires. 





Number of fires, 1885-87 (both inclusive).............. 75 
Number of exposure losses by same .................- 78 
J ee ee eee eT 153 
Prey CONN Oy TO Nas ook Se oy. en. vous $626,761 
Property loss by 78 exposures................ 273,391 
Total property Toms. ..«..0 666s 606 s00% $900, 152 
Insurance loss by 75 RPG. 6 i..o.s.s oc cic ccisic cece cncsie $513,042 
Insurance loss by 78 exposures.................. 187,397 
Total insurance loss................. $700,439 


Where these fires originated is shown by the following summary : 


of Risks where Seventy-Five Natural Gas Fires 
Originated. 


Character 


Dwellings ; ‘ 21 College building.............. 1 
Schools. . GS WR OIIIR oie rei occew ccs 1 
Iron works... LBRO: ai sec Adeatecs wut 1 
Glass works ee ree 1 
Offices... S Sec Sacs vocerneisce acon 1 
Buildings... BS Teele WON Sas cccwrdckhssvces 1 
Hotels. .. © RON. 565 rocky Ae we seteee 1 
Barns. BD Te ie sre sede pe eats ie ee 
Saloons. 3 Tue GMOOR .. .....6006ccs.se 1 
General stores D We ech dase 2 eects 1 
General fires OF. PR Sokin coins iss aus aaten 1 
Churches D I oo st cinxnnwig ccoeek 1 
Foundries. . a or. 1 
Engine house 1 Storehouse (leather)........... 1 
Steel works. 1 Storehouse (tobacco)........... 1 
Hardware factory 1 — 
Shed 1 UMD ne facos,0)5i5: ara 4h tad wiadeinale 75 
Spring (steel) factory 1 ~ *Place of origin unknown. 
* x * x * * * * * 


Unless it can be shown that natural gas has prevented the burning of 
more than 153 risks, and a loss greater than $900,152, it must be consid- 
ered to have increased the fire hazard. It would hardly seem reasonable, 
however, to expect so active an agent in causing fires to be at the same 
time instrumental in preventing them. But let us look at the other side 
of the account. 

There seems to have been some decline in the number of fires from 
ashes and hot coals, but this cause is rarely an important one, and sel- 
dom leads to more than nominal loss. Defective flues have lost none of 
their old danger; on the contrary, the proportion of fires from this cause 
was larger in 1887 than in 1885. Furnaces appear to have gained a little 
in number of fires. Open fireplaces and grates seem to be heard from 
with about the old-time frequency. Overheated and defective kilns seem 
to be somewhat more dangerous. Overheated and defective ovens re- 
main about the same. Sparks show a falling off. Stoves are, perhaps, 
a trifle more dangerous. It is difficult, however, to find any lessening 
of fires or diminution of loss that can be directly traced to the use of 
natural gas. 

The decline in the number of fires in Pennsylvania since 1885 is the 
strongest statistical argument that the partisans of gaseous fuel can set 
up in their attempt to demonstrate its comparative safety. But there is 
nothing in this incident to warrant the conclusion that the use of natural 
gas has led to this result. The decrease in the number of fires can be 
accounted for by the fewer fires originating by other causes with which 
gaseous fuel can have nothing whatever to do. 

While it is uncertain that natural gas has had any appreciable effect 
in preventing fires, it is certain that it has caused many fires and much 
loss. We think it has caused two fires where it may have prevented one, 
but the correctness of this conclusion we are willing to leave in doubt 
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until the experience has been a longer one. Another fact worth men- 
tioning is the larger average loss on property where natural gas fires oc- 





| electric light at the expense of gas, or to relax endeavor in the way of pro. 
moting and developing the gas business. He mentioned that the late Sir 





curred than on property fired by most other causes. William Siemens, who was a great authority on electricity, as well as on gas 
| lighting, had always maintained that there was a great future for electricity, 


SPECIAL ENGLISH CORRESPONDENCh |and that it would not interfere with but promote the business of the gas 
A | maker. 


ComMUNICATED BY ‘etait i. Bomrusrs. The Gas Company at Paris have published their accounts for the year 1887, 
; |and they show highly satisfactory results to all concerned, excepting, per- 
Satispuny, May 10, 1888. | haps, the consumers, who, under any circumstances, must pay a high price 
How Can(n) Such Things be ?—The Imperial-Continental Gas Associa-| for an article of very average quality, I have already alluded in previous 
tion and Electric Lighting.—Gas Affairs at Paris.—Gas for the Work- | \etters to the remarkable contract between the municipal authorities and the 
ing Ulasses.—Two New Inventions, |Gas Company, by virtue of which large sums are paid over to the city ex- 
It is often remarked that truth is stranger than fiction, and the following | chequer every year. The amount thus wransferred for the year 1887 amounts 
story may, with some show of reason, be accredited to the fertile brain of a|to uo less than 3} million dollars, all of which has to be found by the gas 
‘‘ comic” writer, rather than to the authorities at the disposal of a staid and | consumers, in addition to the legitimate profits. The sale of gas shows « 
unromantic compiler of gas engineering items. Although it points no useful | satisfuctory increase, and about 25 per cent. of the total quantity supplied is 
moral, nor illustrates no new departure, yet it is worth recording, if only for | consumed during the hours of daylight. The total number of consumers at 
the humor of the thing. A few weeks since at a corporation meeting held | the end of the year was 200,535, of which about 5,500, or nearly 3 per cent 
in an important town a councilor arose and made a grave charge against the | of the whole, were added during the year. The public lighting has also bee, 
local gas company in connection with the public lighting. This was paid for | improved by the erection of more than 1,000 new lamps, and by the intr: 
on the avcrage meter system, a meter being attached to every tenth ‘duction of high power burners at refuges and open spaces. A satisfactory 
lamp. The whole were fitted throughout with 4-foot regulators, but this | advance h»s been made it the use of gas by the occupiers of ‘‘flats.” To 
sapient dignitary had lately made a discovery to the effect that these meter | meet the objection of the first cost of fittings, the Gas Company, besides 
lamps were the object of special attention on the part of the gas company, | bringing the service pipe in, put up a light in the kitchen, and also provid 
and that they were specially accommodated with 5-foot regulators, The ob- | and fix a gas stove free of expense. They keep a staff specially engaged in 
ject, of course, was to convey the idea that the 9 satellites surrounding each | following out new improvements in gas burners and appliances, so as to ly 
meter lamp were also supplied with regulators of equal size, and, in short, | ina positionto advise consumers as to the best and most economical methods 
to charge the corporation with a great deal more gas than they actually con- | of applying gas for any purpose. The directors have watched the progress 
sumed. The surprising part of the affair is to follow. The matter wasduly | of the electric light, and they consider it to be a ‘‘light of luxury, deficient 
discussed as being of serious import, notwithstanding the indignant repudia- | in those guarantees of constancy and regularity which are indispensable to 
tion of some shareholders who happened to be present. And when it ap-/|the maintenance at all times of the public and private lighting of a large 
peared that the charge was based on information received from one Mr. Jno. | city.” They note that the places lighted by electricity in their dis'rict num- 
McCann, a gentleman who had recently ‘‘retired” from the service of the | ber only 293—a mere trifle as compared with the increase of gas consumers 
gas company, the matter was not dismissed with a laugh or a few jokes, as | registered during the year. These figures, as coming from a city where 13 
might be supposed, but commuuications with the gas company were opened | candle gas is supplied at about $1.50 per 1,000 cubic feet, are instructive. 
forthwith. The latter, as might be expected from gentlemen who had noth- | Reference is also made to the use of modern recuperative burners as venti 
ing to fear, at once demanded a proper testing of all the governors in use, | lating agents, and to the desirability of introducing into houses ‘‘such ar- 
under conditions that would insure the actual truth being arrived at. But | rangements as will allow of the heat produced by the combustion of the gas 
meanwhile the corporation took the bull by the horns, by forming a sort of being used for renewing the air and preserving the salubrity of apartments.” 
private detective committee, who at once madea raid upon the supposed dis- | If progress as that above indicated can be made under such disadvantageous 
honest governors and removed a number of them. They were bound to cuon- | cireumstances, what would be the state of affairs if Parisians were supplied 
fess that the result of their meanly-conducted investigation did not support | with gas of good quality at a reasonable price ? 
the charge, and, with this sheepish admission, have sought to drop the sub-| The favor accorded to exhibitions of gas appliances appears to be unabated, 
ject. This is not a cock and bull story, nor is it an Irish bull. Anyone who | and a great many are announced to be held in various parts of the country 
wishes proof of its correctness had better inquire at the town hall, Dublin. | during the present month. In each case the cookery lesson feature is re- 
Meanwhile we may thank the worthy Councilors who have brightened the| tained. The Bristol Gas Company are promoting one on a grand scale, with 
dry musty records of municipal business routine with an amusing and orig- | special attention to the subject of instructing the public generally on the 
inal little farce. Might not the perambulations of the detective committee | uses of gas. It is stated that the exhibits will number nearly 1,000, includ- 
be appropriately characterized as the Can-can dance. ? ing apparatus for heating, cooking and lighting by means of gas. A special 
As the policy to be adopted by gas companies in respect to the electric | feature of this exhibition will be an artisans’ cottage, fitted up with appli- 
light has lately excited a great deal of interest in the States, I may direct at-| ances for the supply of gas. This idea originated from the fact ihat of the 
tention io the speech made by the Chairman of the Imperial-Continental | 60,000 tenements situated within the area of the Company’s supply, only 
Gas Association—Sir Julian Goldsmid, Bart.—on the occasion of the usual about one-third use gas, the remainder employing other means of artificial 
half-yearly general meeting of shareholders, which was held in Londonafew | illumination. The chief objection experienced with this class of customers 
days since. It should be mentioned that this undertaking is avery large one, | is inability to afford the initial expense of fittings, meter, etc., and the Com- 
having a capital of 14 million dollars, and owning 14 gas works in various | pany are prepared to remove this difficulty by supplying the same at a small 
towns in France, 5 in Holland, 8 in Belgium, 9 in Germany, and 17 in Aus-| quarterly rental. The cottage will be specially arranged for the illustration 
tria, the head offices being situated in London. The chairman of an under-| of the scheme. This idea of bidding for a particular class of custom, that at 
taking working 53 different gas works, in different towns and countries, may | present is but small, appears sound and business like; and the results of this 
well be regarded as an excellent authority on this subject. In the course of | enterprise on the part of the Bristol Gas Light Company will be eagerly 
his speech Sir Julian Goldsmid referred at length to the policy adopted by | watched. For they are far more fortunate than many towns in being able 
the Company under the peculiar circumstances in which it was placed, the | to number one-third of the artisan class amongst their customers. In the 
property not being guarded by act of Parliament, as in England, but in| North of England, I am told, the use of gas amongst working people is more 
most cases protected only by concessions or other agreements made with the | general, but in the South there are whole streets of artisans’ cottages in al- 
municipal authorities of each town. At Vienna, one of the towns where the | most every town through which the gas mains are carried only for the sup- 
Company supplies gas, they have recently erected an electric lighting plant | ply of public lamps, as there is not a single private consumer. Tne firet cost 
for lighting the Opera House, a theater, and the Government buildings. At | of meter and fittings is evidently the drawback. As my friend, Mr. White, 
the last meeting of the Company the policy of this proceeding had been | of Sherburne, has remarked, when a working man and his wife can start 
called in question, and the Right Honorable Chairman took the opportunity | housekeeping with an expenditure of only a dollar or so for oil lamps, it is 
to reply to the objections that had keen raised. Considering the matter from | not likely that they will go to an expense of perhaps $10 for gas fittings—to 
a legal and business point of view, he had foreseen that there would be other | say nothing of the difficulty of arranging the fittings so as to be readily re- 
developments of lighting to which it would be their duty to apply them-| movable in case of leaving. And upon the popularity or otherwise of the 
selves. In one of their acts they had obtained power to supply other light | means adopted for meeting this difficulty, the degree of success obtained in 
than tnat of gas, and in some of their oldest contracts they were bound to| the introduction of gas amongst the artisan class will largely depend. I hope 
supply any new light that might be invented, on sutisfactory terms. He | next month to give some personal reminiscences of the Bristol Exhibition. 
strongly supported the introduction of the electric light at Vienna and any-| One of the old plans proposed for clearing deposits of naphthaline from 
where else where the interests of the Company would be benefited thereby, | street mains was to send a dose of superior gas, prepared from cannel coal, 
even if it was not a profitable affair. But he did not intend to improve the| through them. This was supposed either to reduce the naphthaline to a 
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liquid form, leaving it to find its way to the nearest drip-box, or else tocarry | 
it forward as vapor in the gas. Anyhow, it disposedof the objectionable de- | 
posit in some way or other. This idea, after laying dormant for many years, 
has lately blossomed in a new direction, namely, as applicable to the clear- 
ing of ascension-pipes. A composition, said to be composed largely of refuse 
animal matter, such as glue, has been introduced in France for that purpose. 
In this country ope engineer proposes to occasionally follow up the charge 
of coal with a piece of animal fat placed in the mouthpiece. The vapors from | 
the fat are said to dissolve and soften the deposit and bring it down. An- 
other finds benefit from the use of a handful of oily waste. And lately one 
of our leading coal merchants has introduced a mixture to be used instead of 
canuel coal, to which he has given the name of ‘A specially ground oil-coal | 
compound,” It consists of certain heavy hydrocarbon fluids ground up with 
coal dust, and the inventor claims that two charges will cleara stopped pipe, | 
and that an occasional charge will act asa preventative, at the same time in- | 
creasing the yield per ton and the illuminating power. Thus it is claimed 
that an effectual cure for this evil has been provided, and that high heats | 
muy be safely maintained without the use of any special apparatus or water | 


If all this can be realized in ordinary every-day | 
| 


cooling arrangements, 
working it will be good news for the stokers, excepting those who secure an 
extra allowauce for each choked pipe. ‘The other invention to which I refer 
is a tar burner claimed to be perfection itself, and capable of injecting and 
spraying into any furnace a jet of tar of any desired size, in such a manner 
as to insure its complete combustion, and this without the aid of steam, 
Great simplicity and ease of working are claimed, and that tar, used by means 
of this appliance is worth twice as much as coke. I have not seen this new 
burner, but if it can do all this there is a good future before it. There is 
room for a good regulator that may safely be left for 12 hours or so ata 
time, and that can be relied upon to deliver the tar in such a finely divided 
form as to insure its complete combustion and absence of any residue in the 


| 


furnace, 





[TEMS OF INTEREST FROM VARIOUS LOCALITIES. 


oe 





Mr. E. H. McCuLLouGH, Vice-President of the Westmoreland Coal] | 
Company, accompanied by his wife, recently sailed for Europe. Prior | 
to his departure he resigned his position as President of the American 
Gas Company ; and it pleases us to say that his associates in that enter- | 
prise at once elected Mr. M. S. Greenough—General Manager of the | 
Company—to fill the vacancy thus created. Hereafter, then, Mr. 
Greenough will sign himself President and General Manager. In an-| 
swer to several inquiries, we may say that the Messrs. Carpender, 42 
Pine street, New York city, act as Financial Agents for the American | 
Company. 


Mr. A. B. STANNARD writes us that the ‘‘Ohio Department, American 
Electric Company (Limited),” has been closed. In other words, that the 
home office in New York city, will be able, for the present, to take care 
of orders from Ohio, West Virginia, and Kentucky. 

THE ‘‘ Parent Company ”’—incubators on the ‘‘ baby system ”—seems 
to be satisfied now with very small game, and we think so from the fact 
that the Equitable proprietors have incorporated an Equitable Gas Light 
Company for Flushing, L. I. It is capitalized in $50,000, and the incor- 
porators are returned as R. M. C. Graham, Harry Keene, Malcolm 
Graham, T. Waln, Morgan Draper, and E. H. Rath. We do not know 
what sort of men compose the Council or Board of Trustees of this beau- 
tiful Long Island town; but we do know that the owners of the 
Flushing Gas Light Company ought to have no trouble in compiling an 
array of facts which would prove interesting to the local authorities, if 
not fatal to the aspirations of the progenitors of the Flushing new gas 
enterprise. They have left their ear marks in many places, prominent 
among which appear the following: Utica, N. Y.; Baltimore, Md.; 
Chicago, Ills.; San Francisco, Cal.; and so on. 





BETWEEN the efforts of Proprietor Foley and Superintendent Gerould 
(who, by the way, is a brother of L. P. Gerould, formely of Manchester, 
N. H., and now of Monmouth, Ills.), matters are so managed at the 
Mendota (Ills.) gas works that, on a total annual make of only three 
million cubic feet, a fair profit is made on a sales rate of $1.50 per thou- 
sand cubic feet. Eternal carefulness is a guarantee of dividends. 


THE Atchison (Kansas) Gas Company has secured control of the 
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local electric lighting business. The combined plant will probably be 
worked, in accordance with the policy pursued by Mr. Ambrose at 
Springfield, Mo., as detailed by that gentleman at the recent Chicago 


make the idea popular and profitabie in the city midway of St. Joe and 
Leavenworth. 


THE Eastern capitalists who ventured on supplying Farmington 
(N. H.) with gas have no reason to be disgruntled at the net result. 
Last year about 9 per cent. was earned on the investment, 80 per cent. 
of which return has been invested in main extensions. 


Mr. C. P. RUSSELL, who during the Jast four years had the advantage 
of learning the way in which to run a gas works from no less a tutor 
than Mr. Beck, of Galveston, Texas, is now acting as Superintendent at 
Houston, same State. Beck’s pupils are usually a credit to his sagacity 
as an instructor. 


THE Fort Plain Gas and Electric Light Company has been incorpor- 
ated, with the following guiding spirits: Edwin W. Wood, Wm. 
Clark, Andrew Dunn, D. E. Dunn, andS.L. Philips. This is probably 
the Company formed from the consolidation of the Meriden Gas Light 
Company, of Fort Plain, N. Y., and the Fort Plain Electric Light Com- 
It is probable, 


pany, notice of which was given in our last number. 


| however, that the new Company will largely extend its original boun- 


dary lines, since the group of villages within easy striking distance 
(Fort Plain, Nelliston, Minden, Palatine, and Canajoharie) can readily 
be supplied with gas from one central] plant. 

THE proprietors of the Homer and Cortland (N. Y.) Gas Company, of 
whom Mr. A. C. Wood, of Syracuse, is quite prominent, intend to prac- 
tically reconstruct this plant. In fact, if the present intention is carried 
out the new Homer works w'll have a manufacturing capacity quadruple 
that at present possessed. The most approved sort of machinery is to be 
installed. The distributing system will be improved by the placing of 
about 3,000 feet of 8-inch pipe. this is a case of the Phoenix 
for itis not so long since that we were called on to report the 
damage of these work by fire. Fire does not frighten Brother Wood, 
however; he is too old a campaigner to be cast down by it. The 
Colonels and the Barons in the Equitable camp, for instance, can bear 


Truly, 


type ; 


testimony to his capacity for executing flank movements. 


A CORRESPONDENT sends the following tersely told tale: ‘‘ The New 
England Gas Light and Heat Company was organized in Portland, Me., 
some three weeks ago. LVresident, Roscoe H. Thompson ; Treasurer, 
Samuel G. Lane. Capital, $300,000; paid in, nothing. Par value of 
Perhaps Mayor Chapman might be induced to ‘pay in” 
inally disposed of the city’s holding in the 
Portland Gas Light Company. If he does, the New England Gas 
Light and Heat Company might be persuaded to allow the city to name 
one, or even two represent itives in its Board of Directors. * 


shares, $10.” 


something when he has 


THE following (and all we can say about it is in keeping with the 
ancient and honorable remark of, ‘‘ which is important, if true”) is from 
the Philadelphia Record of May 20: ‘The Philadelphia Gas Improve- 
ment Company has been chartered in Camden, with W. L. Elkins, Jr., 
Geo. D. Widener, R. F. Bower, and Rufus E. Shapley, of this city, and 
awyer Samuel H. of Camden, as Directors. The capital is 
$1,000,000, of which $1,000 has been paid in. A gentleman interested in 
it says itis intended to be a competitor, probably, of the United Gas 
Improvement Company, which has been remarkably successful. The 
incorporators control valuable patents for the making of gas, which are 
now being experimented with. He further said: ‘We went to New 
Jersey for a charter because it is cheaper, but I do not know that any- 
We only want a charter in case we should decide 
There is no intention now to use the 
Company to secure the Philadelphia gas works.’” We are afraid 
the latest accession to the ranks of ‘‘ parent companies” will find it up- 
hill work ; for the ground has been carefully gleaned, and the beaches 
present nothing but an awful lot of dead sea fruit. However, those 
patents—we are assured they are valuable, mainly, we presume, because 
still in the adolescent state—may work wonders ! 


Grey, 


thing will come of it. 
in the future to push the scheme. 


, 


A MONTH or so ago we chronicled the discovery of a thief in Newark, 
N. J., whose aversion to a gas meter was such that he bye-passed it in 
order to obtain a supply of gas, and now we are called on to state that 
another Newark thief had such an affection for gas meters that he felt 
prompted to remove—to a neighboring junk-shop—one which was quietly 
resting on the stoop of the premises No. 70 Park street. In order to 
make this a trifle clearer, it should be said that some meter setters in the 
employ of the Citizens Gas Company had deposited temporarily the me- 


| ter, which attracted the thief, on the stoop, while they were placing an- 
meeting of the Western Association. Brother Kelly can be trusted to| other in the cellar of the Park street house, 
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ELEcTION OF DirEcTORS, MuTUAL Company, Crry.—The following 
gentlemen comprise the Board of Directors recently named to govern 
the Mutual Gas Light Company: C. Vanderbilt, J. P. Kennedy, Geo. 
J. Forrest, Arthur Leary, John R. Ford, W. K. Vanderbilt, R. L. 
Crawford, Chas. H. Kerner, Jos. 8S. Stout, R. M. Galloway, Jos. Har- 
ker, E. S. T. Kennedy, Saml. Thorne, Louis de Bebian, Geo. W. Hall, 
and Lawrence Wells. Not much sign of financial decrepitude in that list. 


DESTROYED.—The works of the Hot Springs (Ark.) Gas Light Com- 
pany were entirely destroyed by fire on the night of Saturday, May 12. 
The Hot Springs gas men made gas from pine wood, or resinous pine 
knots, which material is quite plentiful in the immediate vicinity of the 
plant. About 250 cords of this material were piled up in the yard, and 
it is supposed the heap caught fire from sparks given off by a passing 
locomotive. The holder was full of gas at the time the flames started, 
and the genius in charge thought to save the holder by allowing the gas 
to escape throuzh the purifying house. This brilliant idea ensured the 
total destruction of the manufacturing plant, for although the works 
were well equipped with hose no one could get near enough, because of 
the heat, to use it. The property was uninsured, but the works will be 
at once rebuilt, with all the latest improvements, by the Shickle, Harri- 
son & Howard Iron Company, of St. Louis, Mo. 





Way Down IN MaIne.—The proprietors of the Rockland and Thom- 
aston (Me.) Gas Light Company met in annual meeting on the 15th ult. 
The annual reports were quite reassuring to the stockholders, the figures 
showing that the increase in gas sales, over those of last year, amounted 
to 20 per cent. Thus encouraged, and in keeping with the promise of a 
year ago, a resolution was adopted to reduce the selling price from $2.75 
to $2.60 per thousand. It was also decided to put in an exhauster, and 
to enlarge the retort house ; the improvements to be completed this sum- 
mer. The annual election resulted as follows: Directors, Messrs. F. H. 
Odiorne, A. P. Brown, and A. M. Copp, Boston, Mass.; O. E. Cushing, 
Lowell, Mass.; and F. A. Dingee, Phila., Pa. Officers, F. H. Odiorne, 
President; A. M. Copp, Treasurer and Agent. Messrs. Odiorne and 
Copp are to be congratulated on having such associates as Messrs. Cush- 
ing and Dingee ; and all are evidently determined to keep faith with the 
Company's customers. 


Mr. Geo. H. Bracke, who has been acting as manager of the Sioux 
Falls (Dak. Ter.) Gas Company —this plant has been through two explo- 
sions during its comparatively short term of existence—announced re- 
cently that he was pleased to retire from active connection with this 
enterprise, and was frank enough about it to say that he was not a 
‘practical gas man.” The people who succeed him are thoroughly 
practical gas makers, and Sioux Falls’ residents will not be displeased to 
learn of the substitution. The National Gas Light and Fuel Company, 
of Chicago, have acquired a controlling interest at the point noted, and 
it is their intention to put the plant in thoroughly good shape. It is 
needless to add they will put none but experienced men on guard. 


CHANGES IN THE WATERHOUSE ELEcTRIC LIGHTING STATION, BALT., 
Mp.—Mr. R. R. Zell, Vice-President and General Manager of the Water- 
house Electric Company, Baltimore, having resigned those positions, 
has been succeeded by Mr. F. G. Waterhouse. Messrs. H. G. Fledder- 
man and W. T. Biedler were also selected to fill vacancies in the Board 
of Directors caused by the resignations of Messrs. Zell and Pope. 


Gas Works For SaLE.—Mrs. H. M. Fuller, as owner and operator of 
the franchises and works of the Greenville (Mich.) Gas Light Company, 
offers the same for sale. Correspondence may be opened by writing to 
her at Greenville, Mich. 


WE understand that the Committee on Lamps, Providence (R. I.) 
City Council, have been authorized to contract for the maintenance of 
175 arc lights, at a price not to exceed 50 cents each per night, The con- 
tract is to date from the 15th inst. 








column guide-frame, top and intermediate girders, and 20-in. connec- 
| tions. What is the matter with our holder builders in this section of the 
| country ? Other Kerr Murray orders include a single-lift holder (50 by 
| 18 ft.) for the Stratford (Ont.) Gas Company. This vessel is to be in 
| closed in a brick building, with trussed iron roof. Stratford is also to bi 
| fitted with a new set of purifiers, equal to the handling of a per diem 
output of 100,000 cu. ft. Mr. Gerould signalizes his accession to thx 
|management of the. Monmouth (Ills.) Gas Company by authorizing 
| Brother Cressler to put up a new holder—capacity, 20,000 cu. ft. New 
benchwors (5’s and 6’s) is to be put m at Marquette, Mich., and Hunts 
ville, Ala.; while the Atchison (Kas.) Gas Company has ordered a new 
multitubular condenser, equal to the task of ‘‘refining”’ a per diem make 
| 130,000 cu. ft. This does not look as if the Atchison folks intended to 
operate their recent electric light purchase at the expense of or detri- 
ment to the carburetted hydrogen division of their business. 








The entire 
list also goes to show that Brother Cressler is preparing for his custom- 
ary summer vacation. 


Has His ‘‘Lire’s Work” ENDED? 
Tribune have, for a year or two back, 


The readers of the New York 
had occasion to wonder why it 
was that Editor Reid seemed to devote so much ‘‘ valuable” space to 
descanting upon the peculiar beauty of Mr. Edwards H. Goff’s life's 
work, especially in connection with the fortunes of the American Elec- 
tric Manufacturnng Company. While uncertain as to the reason or mo- 
tive for the puffing indulged in, it is nevertheless a fact that Editor 
Reid’s organ (the comic papers have often illustrated how its crank is 
turned) was among the first—if not the very first—to announce the col 
lapse or relapse which has attended the life’s work of Mr. Goff, in so far 
as that is related to the said Company. 
out the doleful tune: ‘‘The American Electric Manufacturing Com 
pany, at No. 3 East 14th street, whose factory is at No. 165 West 18th 


Editor Reid’s organ thus grinds 


street, had ten judgments, aggregating $19,419, entered against it yester 
day (May 24) in favor of the American Electric Works, of Providence, 
EK. H. Goff, who has 
for several years, resigne¢? about six 


and one for $584, and the sheriff took possession. 
been President of the Company 
weeks ago. H.C. Adams, who has been Secretary of the Company, 
was elected to succeed Mr. Gott. The Company was incorporated March 
28, 1885, with an authorized capital stock of $3,000,000, of which $1,000, 
000 stock was paid” (not in) ‘“‘to the American Electric and Lluminat 
Only $500,000 of the capital stock was paid in 
cash. In October, 1885, the Company purchased the assets of the Fuller- 
Wood Electric Light Company, of this city, for $125,000." Vale, Goff ; 
vale! {The judgments were satisfied on May 25, whereupon the sheriff 


ing Company, of Boston. 


was withdrawn. ) 

NORFOLK (VA.) AGAIN IN LINE.—Supt. Bates, of the Norfolk City Gas 
Company, has been stirring up his people again, for we note that they 
When 
the °87 reduction was announced, the promise was given that it all re 


are promptly on time in making good their pledges of last July. 


mained with the people whether or not a similar notification would be 
promulgated at the end of the twelvemonth ; and here is the sequel. The 
circular says, in effect: ‘‘ From the Ist of July next the Company will 
place the selling rate at $1.40 per thousand cubic feet, but bills not paid 
at the office on or before the 5th day will be made out at the rate of $1.50. 
Those whose monthly accounts show the use of $50 worth of gas are to 
secure a rebate of 5 cents per thousand, or a net rate of $1.35. Supt. 
Bates ought to feel satisfied that his service to his employers has been of 
the valuablesort. He has been at Norfolk (and Fred Egner knows what 
sort of a place it is) just 14 months; but within that period the net sel- 
from $1.80 to $1.35—and the end is not 
yet, for the pledge of °87 is renewed with the cut of ‘88. The present 
schedule is at $1.60 net. Keep it up, Mr. Superintendent, and you will 
soon have to call again on the holder builders and pipe founders. 


ling rate has been cut thrice 


Dr. VANDENBERG, the City Chemist and Gas Inspector, Buffalo, N. 
Y., has been engaged for some time past, in accordance with instructions 
from the local Board of Health, in ferreting out the party or parties re- 





Supt. F. E. Bassitt, of the opposition Company at Macon, Ga, says | 
he proposes to supply the business portion of that city with gas on or 
before the 1st prox. And still, City Councils contend that this sort of | 
competition (?) is not opposition ! 





CRESSLER’S COMING East.—But the following list of contracts re- | 
cently awarded to the Kerr Murray Company also proves that he does 
not intend to vacate his Western stronghold, either. The Eastern inva- 
sion is represented on the Company’s books in the shape of an order | 
from the Paterson (N. J.) Gas Light Company for a telescopic holder 
110 feet in diameter, with two 25-ft. lifts. The holder is to have lattice 


sponsible for the dissemination of an odor which made the lives of those 
residing within certain limits of Buffalo nothing short of a burden to 
them. As the odors complained of were most strikingly prevalent when 
a visit was made in the neighborhood of the old Buffalo and Citizens Gas 
Light Companies, the ordinary observer at once charged the offense to 
the gas makers. However, thanks to the Doctor’s patient and unswerv- 
ing course, it seems after all that the Gas Companies are far from being 
the chief offenders. In his report on the subject the investigator says that, 
apart from the odors inseparable froma gas works—and which are neither 
necessarily noxious nor unwholesome—‘‘the atmosphere surround- 
ing such plants should be as wholesome as that surrounding any dwel- 
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ling ;’ and ‘‘that the plants of the Buffalo and Citizens Companies are | spectfully called to the meadowy odor of this hint. The Vincennes 
suitable to secure such a condition.” The real culprit was discovered to | School of Cookery and Domestic Training having closed for the season 
be the A. L. Barer Asphalt Pavement Company, for it is proved that the —and the President of the Western Gas Association ought to be satisfied 
stench—which, as the Doctor observes, the people in the vicinity assert, with its result, so far—Secretary Hall prevailed on Miss Dodge to repeat 
they ‘‘smell it in their bedding and taste it in their bread ”"—can be de- the experiment at Evansville, where a most successful two weeks’ course 
tected only when the asphalt works are operating in a certain division of in practical cooking with gas was brought to a close last Tuesday. We 
their ‘‘cooking” process. The Doctor says the process can be rendered think the Dallas idea was carried out, to some extent at least, in the 
practically innocuous at all stages if proper care is observed. He sug- Evansville instance ; for we note that the programmes bore a line to the 
gests certain modifications be made in the asphalt plant, and the Barer effect that the tickets for the series (of which there were two, in 10 les- 
Company was only too well pleased to give ready assent to them. Now, |sons each, at $4 for the complete course, or 50 cents for single lessons) 
if we could only get the Doctor to devise a plan for the fumigation of | were in charge of the Woman’s Exchange, a local Society similar in aim 
our own (or the Standard Oil Company's) Hunter’s Point! But this is | to that at Dallas, Texas. 

too great a task to set for anyone. Had Leander’s right to his niche in 
the temple of fame depended solely upon his crossing Newtown Creek, 
after the manner of the finny tribes, we think he would have gained far 
greater glory than that which accrues to him in consequence of those 
plunges which he made from his abydosian springboard. 


Miss DopGE, by-the-way, is now in the Empire State, having com- 
menced another series of her instructive lectures on domestic economy 
at Utica on the ist inst. 


DELL’s DoinGs.—Joln Dell’s astuteness as a financier—our readers 
will remember our veracious account of his masterly bull movement last 
Fall on the St. Louis mining share market—has in nowise dimmed his 
os : ‘ 3 : capacity for securing fat contracts for the Laclede Fire Brick Company. 
May 17, because of a ceremony performed in accordance with the ritual, In April we reported that he had captured Barret’s new stacks at Louis- 
he succeeded in causing Miss Auraline Snyder to enter into a matrimo- 


Mr. 8. A. DrakE, Supt. of the Canton (Ills.) Gas Light Company, 
will no longer keep bachelor’s hall, and simply for the reason that on 


‘ f : : : ville, Ky., and we are now in position to say that he has persuaded 
niet aiianse bars nin. Long. may the pavinwahtp CORES, for Bene- Littleton (he who was chained and charmed at Chicaga last month) to 
dict Drake, having been a good bachelor, cannot fail to prove a mode] put in 8 benches of 6’s, of the Laclede Company’s improved pattern ; 
husband. When last heard from the happy couple were in Chicago, and Coffey, of Peoria, Ills., has also harkened to the tempter, with the result 
although most visitors incline to the view that Chicago is a very fascin that Dell will build him 7 benches of 6's. The same figurer will equip 
ating jumble, we understand Mrs. D. is yet in doubt about her opinion the Wheeling (W. Va.) works with 12 benches of 6's. The queerest thing 
on the biggest city of the great Central West. about it all, however, is that Dell still occasionally complains of being 


, ‘ a : unable to compete with others in his line. 
Dr. KENNEDY, whose name has long been identified with the great cu sia pre 7 


Breckenridge cannel coal colliery of Kentucky, has passed over to the SPEAKING of contracts of the above nature reminds us that President 
majority. The Doctor's long life was punctuated by many stirring Hicks, of the Chicago Retort and Fire Brick Company, has ample rea- 
periods, notable among these being his appointment in 1864 to the son to be satisfied with the share of favor awarded his Company by the 
Mayoralty of New Orleans, when that city succumbed to the Union manufacturers of the light of the present; and of the future, tom He 
forces. : is now under contract to perform work at the following places : 

ANNUAL ELEcTION, PoTrstowN, Pa.—The annual meeting of the | Stack of 12 new benches for the Detroit (Mich.) Gas Light Company, 
Pottstown Gas Company was well attended, and the shareholders had the Hicks regenerative furnace to be installed in 6 of the arches ; re- 
The | newals, etc., for the Companies at Cincinnati, Cleveland, and Columbus, 


every reason to be satisfied with the reports of the year’s business. 
Ohio; Terre Haute, Franklin, and Columbus, Ind.; Winona, Minn.; 


following Directors were chosen: H.G. Kulp, L. P. Evans, Chas. ; 
Moore, M. D., J. Kehl, D. H. Heim, C. F. Sisler, W. H. Smith and G, | Selma, Ala.; La Crosse, Wis.; Chicago (Ills.) Gas Trust ; Newburyport, 
Van Buskirk. Haverhill, Brookline, Wakefield, and Dorchester, Mass.; and Portland, 
td ini 3 ee ses Me. It should be said that in many of the above instances, classed 
CHARITY AND Business.—‘‘ Brother Enfield may be ‘way down in| under the general head of *‘ renewals, ete.,” the Hicks furnace is to be 
Texas,’ but he manages, nevertheless, to keep his eyes wide open several | jnstalled. At any rate, the list shows that President Hicks does not 


hours out of each 24. Your correspondent has often heard of clever ad- | seem to be hampered greatly by the Regan Inter-State fiasco ; for it is 
vertising methods, but begs humbly to suggest that Enfield’s way of | nothing less 
bringing business to the Dallas Gas Light Company rather takes the 
prize. Gas cooking ought to take well in his portion of the Lone Star ; : ‘ 
State, for the summer months there are—well, to say the least, quite ville, Ind., is to visit Europe this summer, and Mrs. B. will accompany 
‘summery; and such conditions prompt the housekeeper to inquire after a him. They sail on July 1. He has earned his vacation. —Supt. Strat- 
method which will produce a quick fire, that, when its mission is fulfilled, | 0m, of Decatur, Ills., having so arranged matters that his consumers 
can be extinguished with the ease with which it was ignited. Of course, | May take a choice out of either coal or water gas, or are or incandescent 
Enfield can always put the housekeeper in the way of getting just the light, is now deeply immersed in putting a roof over his own head. 
very thing—a well-regulated gas stove. At all events, to show the Dal-| Someone has said that three removes are equal to a fire, and Stratton 
las gas man’s delicate way of increasing the gas output. A very worthy | has reached the fire stage. What makes it all the worse is that each 
local Association, known as the Library and Woman's Exchange, accom- | hegira was caused by the desire of a newly-mated couple to ensconce 
plishes much good in Dallas; but as it takes money to keep such things themselves in the house of his choice. Hence his wish to be a house- 
going, Mr. Enfield suggested that a novel entertainment, in the shape of OW. In due time w e may look out for a royal housewarming. Just 
a gas stove dinner, might put money in the Association’s purse. The 2S @ Stvaw, I drop the hint that he has let a contract for a new bench of 
managers thought so, too, and the details of the affair were speedily ar- | °S-— ‘When Supt. Cannings has completed his new benchwork at 
ranged. A suitable apartment in the Library headquarters was fitted up Henderson, Ky., he will make connection between the old plant and the 
with gas stoves, an attractive menu was prepared, tickets (at 50 cents |B€W condenser and scrubber put in late last fall. An 8-inch Roots ex 
each) to the dinner—which was to be cooked in full view of the diners— | hauster has been ordered.——The man from Quincy is up to his ears in 
were printed and sold, and the day and hour for the feast fixed at May | Plant betterment work. The Secretary says that his experience thus far 
11, from 12 to 3 o'clock. The cooks (volunteers from the membership of | (@ even 6 months) in the supplying of are lights is quite satisfactory. 
the Society) formed a most attractive feature of the occasion, and the |——President Bixby, of the Galena (IUs.) Company, reports a large in- 
affair passed off without a hitch. The attendance was most gratifyingly | C’e@s¢ in business. The Stacy Manufacturing Company are under con- 
large ; the stoves sustained their reputations ; the dinner was excellent ; '@ct to pul up a new holder at this point, and the Parker-Russell Com- 
and the Association’s fund was augmented in a goodly sum. In the | P@2y have been ordered to put in new benches of 5's. Truly, Galena 
meantime the Gas Company is doing a lively business in its stove depart- | S7OWS- Supt. King, of Jacksonville, [ils., does not consider that he is 
ment, whereupon I am led to exclaim that nothing succeeds like success, | ©Xperimenting now in the electric light line. No, sir; he looks on this 
especially when the successful one knows something about the principles portion of his business as a aerweamane de The fuel gas furore, however, 
of advertising —R. D.” Does Enfield ever sleep? does not seem to have moved him so strongly ; and while on this sub- 
- ject, it strikes me that Mr. Faben’s questions—anent the lack of a 
Mr. J. B. Hau, Jr., Secretary of the Evansville (Ind.) Gas Light | bonanza in natural gas at 20 cents per thousand, which were quietly 
Company, is another of the wideawake fellows who believe in selling gas | asked by that gentleman during the discussion of Mr. Critchlow’s paper 
while the sun shines—the attention of those in the hayseed districts is re- | at the Sandusky meeting of the Ohio Association—were in reality un- 


DIAPHRAGM is at hand with the followmg: ‘‘Supt. Baxter, of Evans- 
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answered ; or did the questions answer themselves? The Jacksonville 
corporation is spending a good deal of money on street repaving just 
now, and this will necessitate a considerable expenditure for main re- 
laying.——-The Owensboro (Ky.) Company has assumed possession of 


its new plant; and itisagem. Excepting Paducah, and possibly Louis- | 


ville, Owensboro can boast of the best equipped coal gas works in the 
State. Mr. Canley, late of Lebanon, is in charge.——The Sioux City (Ia.) 
Company is figuring on an electric lighting plant. Supt. Kellogg, during 
his visit to the Chicago convention, had many interviews with the elec- 
tricians. He will put in a bench of 5’s. The office of the Company has 
been moved uptown (on Pear! street), and the Superintendent intends to 
push the gas stove business with his characteristic zeal. The new office 
will assist him greatly in that intention. Mr. F. E. McMillin, Treas- 
urer and Superintendent, has leased the Nebraska City (Neb.) works for 
a period of 5 years from the Ist inst. The town is growing rapidly, and 
the venture ought to prove a profitable one.——Among those who were 
warmly welcomed at the Chicago meeting was President Warmington, 
of the Peoples Company of Cleveland. Mr. W. had but recently 
returned from an extended trip to the Slope, and was much bene- 
fited in health by his wanderings.——The legal moves in reference to 
the Chicago Gas Trust are absolutely bewildering. To-day it is one 
thing ; to-morrow, just the reverse. Still, the lawyers are happy, and 


Mr. Forstall does not seem greatly cast down. The bondholders, in | 


fact, are the only ones whose features seem ‘sicklied o’er with the pale 
cast of thought.’ To complicate matters still more, the City Council has 
been asked to grant a franchise to the Chicago Fuel and Light Company, 


|The village will require 430 gas lamps (to have 4-foot burners, to be 
| lighted on each night and all night, the gas to have a photometric value 
| of 20 candles) and 115 specimens of the kerosene variety. 

| 

| A FORTNIGHT ago we noted the purchase of a controlling interest in 
the Shreveport (La.) Company, by Mr. Jno. P. Ryan, of Birmingham, 
| Ala., who is also President of the Columbus (Miss.) Oompany. After the 
|transfer was made Mr. Ryan was chosen President; Mr: W. B. Hamil- 
ton, Vice-President, and Mr. W. E. Hamilton, Secretary and Treasurer. 
Thos. Byron, formerly with Supt. Egner, at St. Louis, Mo., was ap- 
| pointed Superintendent. 


But two bids were submitted in response to the San Francisco Board 
of Supervisor's inquiry for supplying the public buildings with gas hght 
for the ensuing fiscal year. The bidders were the Pacific Gas Improve- 
ment and the San Francisco Gas Light Companies, each offering to fur- 
nish a 17-candle power light at the rate of $1.75 per thousand cubic feet. 
At present the same concerns are maintaining the lighting, the task be- 
ing about equally divided. 


WE understand that work on the Anniston (Ala.) plant is going along 
swimmingly under the combined direction of Secretary Reed and Engi- 
neer Hayden. Messrs. Bartlett, Hayward & ©o., of Baltimore, Md., are 
|to build the holder, and these energetic constructors will be put to their 

trumps to finish their part of the task by the time appointed—early 
in July. They know how to follow suit, however. 


which will, in case of favorable action, construct a huge plant near the | 


Brighton division of the city—southwest. Thus and so it goes.——Mari- 


etta, O., is to have a huge celebration, on the centennial order, next | 


July, and the upper branch of the Buckeye State Legislature will lend 
its dignity, in a body, to the affair. The gas men are bestirring them- 
selves to rise equal to the occasion. They are to put in the McKay 
Critchlow process, and will make many other improvements.” 


THE corporation of St. Louis, Mo., is agitating the subject of the city’s 
taking a hand in, or assuming entire control, of the manufacture and 
supply of artificial light—both gas and electric. Capt. Keiser, of the 
Laclede Company, is quoted as saying the city can lease that plant— 
provided the city’s terms are satisfactory to the Company’s proprietors. 
Of course, the Captain is sensible to the last. 


THAT suit of the Leadville (Col.) Illuminating Gas Company, in | 


which the plaintiff seeks to recover from its ex-President—ex-Senator 
‘Tabor, whose main reliance as a legislator was based on the gorgeous- 
ness of his night-shirts—the sum of $43,761.72, because of an alleged 
wrongful retention of moneys in connection with a certain issue of the 
Company’s bonds, is again occupying the attention of the local courts. 
The ex-Senator put in a cunningly worded defense, the chief merit of 
which was its speciousness. 

THE heirs of Thomas O. Murphy, who was killed in Utica, on May 11, 
through a shock occasioned by contact with one of the Utica Equitable 
Gas and Electric Light Company’s electric light wires, have brought 
suit for damages against the offending Company. Mr. Murphy’s heirs 


value their late relative at $5,000. Perhaps it might be wise to compro- 


mise the c]aim ; for juries are never lenient with corporations in cases of | 


this kind. Notoriously is this so where a gas company figures as a de- 
fendant. 


THE Badger Illuminating Company, of Milwaukee, Wis., has been 
ordered by the Board of Public Works to sink all its electric conductors, 
which cross “‘ the navigable rivers and canals of the city” toa depth which 
willadmit of the free and uninterrupted passage of vessels of all descrip- 
tions. Harbor Master James Trowell discovered that one of the Com- 
pany’s cables crossed the Milwaukee river at a depth of 14.2 feet whereas 
the law insists that no crossing shall be made, unless at a depth of 22 
feet ; hence the Board’s action. 


Wm. HENEY, the Mayor of Jackson, Miss., invites proposals for light- 
ing that city with 30 arc lamps. It is specified that the work of installa- 
tion must be completed by October ist. Proposals are to be made to 
Jno. T. Bruce, City Clerk, and the competition will close on July 1st. 








Messrs. MAHLON H. DicKINSON and E. H. Levy have been elected 
Directors, or Trustees, on the part of the corporation, in the Northern 
Liberties gas district of Philadelphia. 


THE Marshall (Texas) Electric Light and Power Company is wonder- 
ing what ‘‘ it was begun for, that it should be so soon done for.” Eleven 
| different liens have been filed against it, although the total of same is 
just short of $1,200. 


Mr. W. S. CARROLL, Vice-President of the Consolidated Gas Com- 
|pany (Balt. Md.), in company with his accomplished wife, sailed for 


| 


| Europe last Saturday, per steamship Umbria, from this port. 


| 


From Life.—Mrs. Hayseed (in hotel room)—‘* Joshua, why, for the 
land’s sake, don’t you put out that light and come to bed?’ Mr. Hay- 
seed—‘‘ Well, durn it all, Maria, it says, ‘Don’t blow out the gas,’ and 
I’m dinged if I kin find any snuffers.” 


WE understand that General Manager McMillin is getting ready to in- 
stall the Claus plan (or something akin to it) of purification in closed 
vesssels at the works of the Columbus (Ohio) Gas Light and Coke Com- 
pany. By-the-way, we would like to say to Mr. McMillin that our com 
positors were not suffering from an overdose of interrogation points, but 
| rather from a lack of exclamation marks. It was intended, with an ex- 
clamation mark in parenthesis, to call attention to his verdict in respect 
of the reliability of incandescent lamps; for he will remember that, hav- 
ing come to this very line in his address, when reading the same to the 





Western Association last month, Kinsley’s type of the incandescent lamp 
suddenly refused to incandesce. 


Supt. AND MANAGER TRACY, of the Poughkeepsie (N. Y.) Gas Light 
Company, is not to be outdone in the matter of attempting to increase 
his day sales. A circular recently issued to the residents of the city con- 
veys the intimation that the Gas Company will supply and install any 
| desired size of the Cone gas stoves at net cost to the Company, and will 
| then supply all gas used in the stoves at the rate of $1 per thousand 
cubic feet. This is progress with a vengeance. There is scant comfort 

for electricians in announcements of the Poughkeepsie sort. 


PRESIDENT LEETCH, of the Georgetown (D. C.) Gas Light Company, 
announces that, beginning with ist inst., the Company will supply gas 
at the rate of $1.50 per thousand. In case accounts are not settled within 
7 days from date of presentation, a penalty of 25 cents per thousand will 
be imposed. 


ABOUT a week ago that portion of Brooklyn, N. Y., which drains into 
the inky stream known as Gowanus canal, was startled by an explosion 
in the works of the Fulton-Municipal Gas Light Company. It appears 
that one of the smaller naphtha tanks on the plant exploded, but no 
great amount of damage was occasioned. This happy termination, 
however, should not blind the authorities of the city to the fact that the 
storage of naphtha in such large quantities, particularly in a district like 


that bounded by Union and Douglas streets, Nevins street and the canal, 


On Monday next the Trustees of Saratoga Springs (N. Y.) will award 
the contract for street lighting for the term of a year from August 15. | 


|is a constant menace to an important factory interest located within the 


boundaries named. 
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(OFFICIAL ReporT.—Continued from page 347.) 
Eleventh Annual Meeting of the Western Gas Association. 
—— 


HeLp at CuicaGco, ILts., May 9, 10, AND 11, 1888. 


First Day—MornNING SEssion.—May 9. 


Mr. Frederic Egner, of St. Louis, Mo., here read a paper on 


THE PURIFICATION OF ILLUMINATING GAS IN CLOSED 
VESSELS. 

Having been called upon to prepare a paper to be read at the eleventh 
annual meeting of the Association, the writer selected as a subject ‘‘The 
Purification of Illuminating Gas in Closed Vessels.” 

\lthough to write a paper and then apologize for having done so is 
hardly in accordance with the writer's convictions, yet it seems to him 
he ought to explain to the Association that he is fully aware of the fact 
that much abler men have written on the same subject, and that his 
paper is, in consequence, to a great extent composed of extracts from the 
London Journal of Gas Lighting, and from answers to letters of in- 
quiry sent abroad, and therefore embraces only a very little independent 
investigation. 

The selection of subject was made not because the writer is particularly 
familiar with the process of purification mentioned, but, since the object 
of our meetings is to benefit each other and the ccmpanies we serve, or 
unofficially represent here, by a free interchange of opinions as to re- 
sults in our respective experience, on matters brought up from time to 
time for discussion and consideration, it was thought that others who 
had pot given these comparatively new processes of purification much 
attention might become interested and proceed with the investigation, 
which progress would lead at last to a desirableend. Furthermore, that 
such of our members who may not have time or inclination to investi- 
gate all new things presented to the consideration of practical gas 
makers so frequently of late years may, to some extent, be informed, in 
the least space of time, as to the practical aspect of the most promising 
one of these new processes for the purification of gas in closed vessels. 

Strictly speaking, we purify gas in ‘‘closed vessels” now ; but these 
vessels or purifiersmust be opened frequently to remove the spent ma- 
terial rendered inactive by reason of having become fully saturated with 
the impurities, so called, which it was intended to take out of the gas, 
and then to recharge these purifiers for future use. 

By purification in closed vessels is meant a process by which the re- 
moval of the undesirable constituents of the gas treated is effected con 
tinuously, or without ever opening the apparatus to replace the puri 
fying agent, such as lime or other material. In fact, the gas is purified 
by the very gases we wish to remove; and, in the case of one of the pro- 
cesses hereinafter mentioned, we are able to add the sulphur taken from 
the gas to the residual products of our works. 

Purification with lime is so well understood that the practice need not 
be described, even by way of review ; and the same may be said gener- 
ally as to the use of iron oxide in its various forms—thanks (as to the 
latter) to the efforts of Prof. Douglas, of Ann Arbor, Mich., and the 
Messrs. Connelly, of Pittsburgh, Pa.—so far as we of the West and 
South are concerned, at least. By using iron oxide in one shape or an- 
other, purification in closed vessels has been nearly reached ; for the re- 
vivification of the material without removing it from the boxes has been 
accomplished, and the revivification of the material, while the gas to be 
purified was passing through the purifiers, has been claimed. In the 
latter case it is said that the thing is done by passing about 3 per cent. of 
air through the purifiers with the gas. That is to say, the advocates of 
that way of purifying tell us we may use 3 per cent. of air in the pro- 
cess, and that this really seems to benefit instead of injuring the gas, 
besides effecting the desired constant revivification of the material in the 
boxes, until the same becomes surcharged with sulphur and must be re- 
moved for good and all. 

That method of purification would alone give plenty of material for a 
good and interesting paper, but cannot be further touched upon now by 
the writer. In the Journal of Gas Lighting, London, Eng., issue of 
June 28, 1887, there appeared, among the ‘‘ Patent Notices,” the follow- 
ing: ‘‘ Purification of Coal Gas.—Claus, C. F., of Wimbledon, Surrey. 
—Nos. 7,580 and 7,584, June 5, 1886.” From said article, which was 


illustrated with eight figures showing the apparatus in detail, I quote the 
following paragraph, which tells the object of the invention : 

‘*In the specification of patents, No. 2,838, of 1881, and No. 4,644, of | 
1882, methods are described for the purification of coal gas by means of 
ammonia, derived from the gas itself, and for the separation and utiliza- 
tion of bye-products ; and the present invention has reference to certain 
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improvements whereby the gas can be almost completely purified. in. 
closed vessels by ammonia (and water) only, without lime or other chem- 


|icals, and with better utilization of bye-products than heretofore.” 


Then follows an elaborate description of the apparatus and process. — 
The same paper contains a notice of another patent bearing on the same 
subject. These papers interested the writer to the extent of induging 
him to enter into correspondence with parties in charge of the prgcess in 
England, and of carefully looking up all information possible to be ob- 
tained, with the intention of bringing the matter before the proper offi- 
cers of his Company, with the view of introducing the processgat their 
works if the results likely to be obtained would warrant the necegsary 
expenditure. hi “e 
Although it would take up too much of the time of this Association to 
give in full all the articles relating to the method of purification more 
particularly referred to in this paper, and known as the ‘‘ Claus Process,’ 


it seems desirable that tle dates of said publications should be given. . In, 
the columns of the London Journal previously mentioned we find, on 
p. 438, vol. XLIX. (March 9, 1887), a comparison of the Claus, Pro-. 
cess” and of another, viz., that of Mr. W. Young, of Clippens, On pp. 
1,123, 1,168, 1,169, and 1,171 of the same volume we find detavled de- 
scriptions of the apparatus and its arrangement, as described to the’ 
British Patent Office. On p. 133, in Vol. L. of the same Jowryal,. we 
shall find an editorial commentary, the opening paragraphs of which 
‘* The Claus Process for purifying gas in closed. vessels 
is one of the matters which every gas man in the Kingdom confesses to 


are as follows: 


be of the first importance as a question of the day in gas engingering- 
It is felt to be coming, this revolution which is to banish dry lime and 
What we 
are particularly anxious for all our readers to realize is that this im- 
That, gentlemen, is an expres- 
sion of opinion in the editorial columns of what the writer, at least, 
believes to be the best and most valuable of all the periodicals published 
abroad devoted to the interests of the gas industry. On p. 197, same 
volume, there is an article by Prof. C. W. Heaton, F.C.S., F.LC., de- 
scribing a number of the chemical points of the Claus Process. ne 
On p. 577 of same volume and Journal will be found a communicated, 
article, by Messrs. Heaton and Watts, describing the wh: le apparatas in 
asimple manner. This is done by assuming that a plant adapted for 
the purification of 5 million cubic feet of gas per diem 1s required. It is 
stated that the calculations incorporated in the article are the result oF 
experience gained with the experimental plant (at which 20 tons of coal 
were carbonized per diem) at the Windsor Street Gas Works, Birming- 
ham, from which the plant in course of erection at Belfast (4 millon 
cubic feet capacity per diem) has been designed. The plant is d scribed 
1, gas purifying plant; 2, ammonia plant ; 3, 3ul- 
phur recovery plant. And to these may be added: 4, ferrocyanide,or™ 
sulphocyanide plant ; 5, sulphate of ammonia plant. These are consid- 
ered, in turn, in the article mentioned, which concludes with a recapitu- 
lation of the advantages claimed for the process, of which the final ones 
only will be quoted. These are: ‘1, economy of space ; 2, economy of 
cost—the cost of the Claus purifying and sulphur recovery phint ‘is not 
more than from one-half to two-thirds that of dry purifyers ; 3, avdid- 
ance of waste and nuisance from the opening of dry purifiers; 47 te~ 
moval of bi-sulphide of carbon; 5, avoidance of lime, and the risk and 
These advantages are so obvious that it is un- 
They will be appreciated - 
. 


oxide purifiers, and replace them with serubbers and pumps. 


pending change is at their very doors.” 


as in three portions : 


nuisance arising from it. 
necessary to do more than to allude to them. 
by every gas manager.” 
On p. 571 of the volume and Journal mentioned before will be ound’ 
an able editorial article under the caption of ‘*The Claus Process Com- 
pleted.” i ae 
Now, having always endeavored to ‘“‘keep up with the procession” 
(pardon this apt, if inelegant, expression), the writer asked the Editomof 
the Journal of Gas Lighting for the address of the parties controlling, 
the invention, and was referred to Mr. Francis Arding, No. 5 St. Jef- 
freys Square, St. Mary Axe, E. C., London. Mr. Arding was askedTor 
more particulars than the newspaper articles mentioned contained, ‘and 
in the course of our correspondence Mr. Arding was furnishéd with fig- 
ures showing the present cost of purification to us at St. Louis; the: 
writer also made an estimate of the possible cost of the apparatus re- 
quired with the Claus Process at St. Louis, for a capacity of 2. miltion* 
cubic feet per diem. The general dimensions of the apparatus and num- 
ber of vessels required were estimated from the descriptions in the papers 
previously referred to, and the cost was estimated partly on actual. bidg, 
made to furnish some of the work, and partly on the known value of 
lsome of the material and machinery supposed to be required. "That 
these figures were not far out of the way the following letter will show. 





It will also show about all the information that could be obtained ,up to 
‘ 
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moenerentes: 





date without purchasing the patents and operating the process. 
(Copy of Letter.) 
‘Tait AMMONIA GaS PURIFYING AND ALKALI Co., LTD., ; 
5 JEFFREYS SQUARE, ST. MARY AXk, 
Lonpon, FE. C., March 14, 1888. \ 
“@e. Preperic Eaner, Laclede Gas Works, St. Louis, Mo., U. S.A.: 


** Dea? Sir—I have the pleasure to acknowledge the receipt of your | 


€ 


letters of Feb. 20 and 23, with estimated cost of apparatus for the Claus 
Pyocess of gas purification for 2 million cubic feet per 24 hours, amount- 
ing to the sum of $36,587.30. 
Sgures I have already given you—namely, £8,000 for a plant for 2 mil- 
lens, and is so far satisfactory. 


‘What I should strongly advise you to do is to instruct us to prepare | 


the necessary drawings and specifications for the requisite apparatus. 
Th wil] cost you £200—that is to say, 24 per cent. on £8,000—and will 
gave you a lot of trouble. 

** But reading between the lines of your letter, I gather that you have 
not yet sufficiently grasped the subject, and appreciated the advantages 


ty be gained, to enable you to lay the matter before your Directors and | 


advise its adoption. I will endeavor, as concisely as [ can, to make it 
clear to you and show you its advantages over your present system of 
purification. 

** At present your cost, as I understand, is, for lime, say 20 cents per 
ton of coal; labor is something—say 2 cents. To this must be added loss 
of gas wand dauger in opening and closing your purifying boxes, loss of 
aliuminating power in consequence of admission of air during this oper- 
ation—something ? Against this you sell your liquor for 28 cents per 


ton of coal, thereby yielding a profit of something between 4 and 6 cents | 


—say 5 cents. 

‘* By the Claus Process of purification the cost of labor, fuel for the 
generation of steam, and all other incidental charges, will be less than 6 
cents; the royalty, 6 cents; say, total cost, 12 cents per ton of coal. 

‘“ Against this, you will have your ammoniacal liquor, 28 cents per 
ton; sulphur, 6 cents per ton ; sulphocyanides, 5 cents per ton; showing 
a total gaig of 27 cents per ton of coal carbonized, instead of 5 cents by 
your present-process. 

_ ** But,-in addition, there will be no loss of gas, danger of explosion, 
toss of illuminating power, or nuisance. Your ammoniacal liquor will 
be carbonate and not sulphide ; it will have a better market value; and 

af xo like to make it into sulphate you can do so in open saturators— 
the effluent gas, being carbonic acid only, may pass up your chimney 
direct. 

“There js yet another point which we have never yet said much 
about, but which, in my opinion, is of great importance—I refer to the 
preservation of the plant. In your gas liquor you have sulphide of am- 
monjum. and prussic acid, which decompose iron, producing ferro- 
eyanide. In the Claus process the sulphide of ammonium is converted 
iuto poly-sulphide, and the destructive action upon the iron is arrested. 

I am, dear sir, Yours very truly, FRANCIS ARDING, Secy.” 
Th6 ordinary dry lime purifiers, to take care of 2 million cubie feet ca- 
pacity per diem, would cost at St. Louis, at present, about $16,000, But 
the question of first cost would be really insignificant in view of the 
many advantages and profits from residuals claimed by the new process. 
These you can work out for yourselves. Practically, of these the writer 
knews no more than what has been presented to you, with the hope that 
the writer has added to your pleasure and profit thereby. 
stated that it has been implied by the inventors or promoters of the Ciaus 


process that itis applicable to works of all sizes. The first cost of the appara- | 


tus seerns to be more than double that of the ordinary lime or oxide purifiers, 
én thts country at least, and not one-half as much, as was claimed in 
ngland; but my impression is that by using the Claus process the 
‘* Standard” or other like scrubber can be dispensed with. In that case 
the difference in first cost would not be so great. It has also been stated 


teane that all condensers and scrubbers now in use could be used in con- | 


neetion with this process, all of which would go far to lessen the first 
cost of same. As to the profits to be gained by using this or any other 
precess, i¢ has been the writer's experience that local conditions affect all 


calculations connected with such improvements ; hence that part of the 


subject is left to your uwn private consideration. 
Discussion. 


Mr. King—I understand the President has been giving this matter con- 
@iderable attention. We would like to hear from him. 
~Bhe President—He is excluded from speaking on this oceesion ; but 
Mr. Faben can give us further information. 
Mr, Faben—I do not know as much about the subject as Mr. Eguer 
hi tgld the Association. I do not think I have anything to say. I was 





This very nearly corresponds with the | 


It should be | 


| : ; . 
| Very glad to listen to Mr. Egner’s paper. I asked for information on the 


Claus’ plan at the meeting of the Ohio Association, and Mr. Page then 
| gave a partial description of the process. Having been asked if he could 
| state what impurities were absorbed, or were not disposed of, he prom- 
| ised, if it was the wish of the members, to familiarize himself with the 
iresults of the process, and present them to this Association at this 
meeting. 
| The President—Have you not purified your gas in closed vessels, either 
| by the Claus’ or some other process ? 

Mr. Faben—In part only. We used a preparation of iron and saw 
| dust ; and, during the time of making gas, we passed in about 1 per cent. 
| of atmospheric air, with very good results. We have, during the sum- 
mer season, passed over ten million cubic feet of gas without changing 
| the boxes. During the winter time, when the gas is being passed through 
‘the boxes much more rapidly, we were not able to do so well, having 
probably to charge the boxes for every two million feet passed. My ex- 
perience has been very satisfactory, and I have no hesitancy in recom 
mending others to try the experiment. 

Mr. Jenkins—What difference in candle power does the introduction 
of 1 per cent. of air make. 

Mr. Faben—It is scarcely noticeable; but if there is any difference at 
all it is in the line of improvement. 

Mr. King—You will remember at one of our former meetiugs this sub- 
ject was brought forward, and it was then suggested that it might be all 
very well in England, where a 14 or 15-candle gas is supplied; but that 
lin this country, where an 18 to 20 candle gas is demanded, it was not 
practicable. Mr. Faben’s experience seems to be entirely contrary to 
that idea. It isa matter in which I have been very much interested ; 
and, so far as I can gather from foreign journals, it has received a good 
deal of attention in England, where the practice is considered by a great 
many to be a success. If thereare any other gentlemen in the room who 
are using air I would like to hear their experience. 

Mr. Faben—I know there has been some discussion in England about 
t, and I think it is generally conceded there that the admission of air is 
rather damaging to the candle power. 

Mr. Lansden—Did I understand Mr. Faben to say that the addition of 
1 per cent. of air improved his candle power / 

Mr. Faben—I said the differince in candle power was scarcely notice 
able—if anything, an improvement was shown. We more frequently 
changed our purifiers on account of back pressure than on account of 


impurities passing—even in the first box. It is not uncommon in chang- 
ing the purifiers to find in the upper box 6 or 8 inches of the iron mate- 
rial still a good strong oxide, but the material below is so closely packed 
that the resulting back pressure on the works obliges a change to be 
made. In other words, we change because of the pressure and not on 
account of impure gas. 

Mr. Brown—How would that be affected if a larger amount of air 
were passed ? 

Mr. Faben—I think an increase in the amount of atmospheric air 
would be detrimental to the quality o the gas. In our first experiments 
[ passed the air through a meter and graduated it to 1 per cent., which 
If we increased the amount there would be a 
noticeable diminution of the illuminating power of the gas. 

The President—I think, in England the advantage derived from the 
introduction of air in this oxygen process has generally been accom- 
panied with the lime process, which has somewhat complicated it. The 
process was, at first, mixed up with a patent, and probably did not re- 
ceive the same encouragement at first that it doesnow. The great benefit 
of the lime process is due not to the lime but to the air they put imto the 
retort. 

Mr. King—It seems to me one serious obstacle was the regulation to 
a nicety of the amount of air introduced, especially in smaller works. 
In large works, where there are enough retorts to keep the amount con- 
tinuously made somewhere near even you can regulate it ; but I do not 
see kow it can be done automatically even then. In small works, where 
the charges are put in once in 5 or 6 hours, considerable gas being made 
at one time and not so much at another, I think much difficulty would 
be experienced in this matter of regulating properly the air admitted. 
Mr. Lansden reminds me he has had a like experience in that line, by 
revivification in situ. 
| Mr. Lansden—I can state my experience ina very few words. I 
| wanted to establish the principle of revivifying in the box. I knew the 
| Messrs. Connelly had had some experience in that line ; but also knew 
| that in doing so a tray had taken fire and burned up. I, therefore, put 
| in some iron trays, and knowing that sawdust would burn, I used broken 
| brick, and oxidized the latter with iron filings, placed the mixture 18 
inches deep in the purifier, and revivified it five times. We had a ther- 


quantity we passed in. 
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mometer in the center to ascertain the heat. While I was attending one 
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Any substance which enters into combination with atmospheric oxy- 


of. the Association meetings the young man left in charge undertook to | gen, producing heat in sufficient quantity for application to economic 


perform the revivifying process in a shorter time than I had done—I | 
usually allotted 5 hours to the operation. When he inserted the ther- | 
mometer and started the fan he broke the former instrument, whereupon 
he went off to an optician’s to purchase another, allowing the fan to run | 





uses, is a fuel; and a gas which answers the above description is a fuel 
gas. Twosuch substances only are found in the gaseous condition, hy- 
drogen and carbon, and any other, except as it may be necessary to 


maintain the carbon in the form of gas, is a hnrtful diluent. Carbon is 


for 20 minutes. At the end of this time he discovered the thing was on | gaseous, as far as it concerns our subject, only in combination with hy-. 
fire on the inside ; and by the time he got the lid off and the hose on he | drogen or oxygen, and of its combinations with the latter only carbonic 
found that the iron had melted sufficiently to run together. He had | oxide is combustible. Therefore, for a pure fuel gas we are limited to 


‘‘black-oxidized” every bit of the material ; and, as it would never ‘‘come 
back ” again, we used it for setting retorts. 

Mr. Shreve—That reminds me of a trouble I had one winter. My | 
holder got down and my heats also. I have a steam-jet exhauster, and 
a tap in a three-quarter-inch hole, on which I have a pressure gauge. 
Not caring to draw in air through my retorts, I thought I would take off 
the pressure gauge, and draw the air in through the three-quarter pipe. 
I ran it in that way for about a week, and my candle power did notseem | 
to suffer. We had changed our purifiers every other day ; but during 
that, week or ten days our gas showed clean, although the oxide materia! 
was not changed in that space of time. 

Mr. Jenkins—Do you still continue that process? If not, why did 
you stop ? 

Mr. Shreve—I stopped because I wanted to put the pressure gauge | 
back again to tell me what my exhauster would do. (Laughter.) 

On motion of Mr. Lindsley, a vote of thanks was tendered to Mr. 
Egner. 
The Association then ordered a recess, to terminate at 2 P.M. | 








First DaY—AFTERNOON SESSION. | 

The afternoon session was opened by Mr. Walton Clark, of Kansas | 
City, Mo., who read his paper on— 

FUEL GAS. 


Had not natural gas forced upon the attention of manufacturers and 


gas men the advantages of gaseous fuel, the subject of this paper would 
not now be agitating the minds of the fraternity. For many years we 
have preached the utility and economy of gas cooking stovesand heaters 
in a half-hearted way, hardly dreaming of the immense possibilities in 
that line lying just beyond the (then) range of our vision. Within the 
past five years we have read, in the flaring light of the great wells ia 
Pennsylvania and Ohio, the prophecy of the future of our own business, 
and our thoughts are now turned to the study of the problem, the solu 

tion of which will soon be demanded of us, ‘‘ What is the mixture of 
gases best adapted to meet the fuel wants of the probable patrons of the 
companies we represent ?” 

The demand for fuel gas comes from householders, from manufactur- 
ers—from everybody who has use for heat or power. I think, however, 
we must not hope to supply them all with fuel from our works. Blast 
furnaces, rolling mills and other large consumers of fuel could more 
cheaply manufacture their own gas, having, among others, the greatad 
vantage of using it at the high temperature at which it is generated, 
purification in their case not being necessary. While, as gas engineers, 
our field is as broad as the demand for heat, as managers of local works 
our operations will probably be confined to domestic heating, cooking, 
illumination and power; and the gas best adapted to meet the wants of 
housekeepers, users of power, and the smaller manufacturers, will, I 
think, prove most remunerative to us in the end. What is this mixture / 
The properties most desirable are evident. Its composition should be 
such that the maximum of heating effect may be distributed at minimum 
pressure, through mains of minimum size; hence its specific gravity 
should be as low, and its calorific value as high as. consistent with eco- 
nomical production. It should yield the highest practicable flame tem- 
perature, that it may be used to the greatest advantage for jncandescent 
illumination and power, as well as for its direct heating effect ; hence, it 
should be composed of combustible gases only. It should burn with the 
least possible nuisance, therefore it should be free from sulphur com- 
pounds. So far, I think, the conditions are fulfilled by a purified mix- 
ture of coal and water gases, in about the proportions in which we can 
produce them from bituminous coal, and that such a mixture will also 
answer the remaining condition—thut the gas must be produced ata cost 
to make its selling price commend it to the consumer. I am aware that 
such a gas as I have described cannot be produced at as low a cost per 
1,000 cubic feet as can one containing a large percentage of nitrogen, 
and that, heat unit for heat unit, it will cost somewhat more ; but from 
its applicability to all fuel purposes, its lower specific gravity, and its 
higher flame temperature, I believe it to be more economical to produce 
and distribute, and better adapted to meet the various wants of our con- 
sumers, than any mixture containing alarge proportion of producer gas. 


he ° ° 
| ing power of the coke in the form of an admirable fuel for use unpurified 


hydrogen, carbon in combination with hydrogen and carbonic oxide, : 
and in proportion as we introduce other substances does our product 
cease to be a pure fuel gas. 

A ton (2,000 pounds) of average bituminous coal has a heating power " 
of about 27,000,000 units. In its conversion to gas a large part’of this 
heating power is lost; how much depending somewhat upon the kind of 


| gas we convert it into. 


To compare the relative efficiencies of two mixtures, oneof which shall 
be, as nearly as the exigiencies of manufacture will permit, a pure fuel 
gas; and the other, a mixture of coal, water and producer gases, with 
the incombustible diluents the last named contains, isasimple problem. 

From a ton of coal we obtain by distillation 10,000 cubic feet of gas, 
1,300 pounds of coke, and 100 to 120 pounds of tar ; 300 pounds of coke 
must be burned to distill the coal, unless, as I think, we should find it 
profitable to burn our tar. Let us estimate the tar at 100 pounds, and 
burn it. I have found the relative heating value of tar and coke under 
retorts to be as 8 to 5, nearly, and 100 pounds of tar will equal 160 
pounds of coke. Therefore, we will consume only 140 pounds of coke 
in distilling our coal, and have 1,160 pounds left for conversion into gas. 
This may be treated in one of three different ways—it may be all con- 
verted into water gas, or into producer gas, or a mixture of the two. To 
convert it into producer gas would give us about 69 per cent. of the heat- 


upon the premises where generated, and before it had lostthe heat which 
it brings from the producer. Such is the Siemens gas, and the furnace 
gas in our generator benches. It is not fit, however, for storage and dis- 
tribution, because of its enormous bulk compared to its heat efficiency, 
its low flame temperature, and the difficulty of keeping it alight-when 
used in small quantities. Converted into water gas the coke yields about 
54 per cent. of its efficiency to the gas, which to the advantage of small 
bulk adds that of high flame temperature and heating power per cubic 
foot. This, I believe, will be found more advantageous to produce from: 
the coke and mix with our coal gas to make the final product, fuel gas. 
Producer gas alone being out of the question, we have left to compare 
the two mixtures, coal and water, and coal, water and producer gases. 
I shall estimate the consumption of coke per 1,000 cubic feet of water gas 
at 40 pounds, for I believe this figure can be attained. Its heating power 
I estimate at 290 heat units per cubic foot. I estimate the produeer gas 
at 95 heat units per cubie foot, and its volume at 95 cubic feet per pound 
of coke. This quantity seems very large, but from the analysis of pro- 
ducer gas I am led to the conclusion that it is correct. I allow 13 per 
cent. weight of the fuel for ash and cinder, and my own experience ton- 
vinees me that this is a very liberal figure. In the mixture of coal, water 
and producer gases I will estimate on the conversion of 334 per cent. of 
the coke to producer gas. 

We can now compare the relative values of our two mixtures, taking 
the amount produced from 2,000 pounds of coal as a basis : 


Mixture of Coal and Water Gases. 


All the available coke (1,160 pounds) from a ton of coal converted into 
water gas. : 








Amt cu. ft. H.U. pere. f. Total H. U. Flame Temp’re. 
Coal gas. . 10,000 630 6,300,000 4,348° F. 
Water gas... 29,000 290 8,410,000 4,797° F, 
Total .... 39,000 377 14,710,000 4,480° F, 


Specific gravity, 507. 
In estimating flame temperature an excess of 20 per cent. of air’is' 
allowed. 
Mixture of Coal, Water and Producer Gases. 
2 of the coke from 1 ton of coal being converted into water gas. 
1 “é “sé sé e “< “ee into producer 








Am't. cu. ft. H.U. perce. f. Total H. U. Flame Temp’re. 
a 10,000 630 6,300,000 4,348° F. 
Water gas...... 19,350 290 5,611,000 4,797° F. 
Producer gas.... 37,000 95 3,500,000 2,961° F.. 
Total .. 66,350 232 15,411,000 4,048° F 





Specific gravity, 751. 
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The loss of heat from the conversion of one ton of coal into coal and| More than half the heat is carried away in the water, the only object 
water gases is 27,000,000—14,710,000 = 12,290,000 heat units, or 45.5 per | attained being the cooling of the cylinder to permit lubrication. The 
cent. In the conversic n into coal, water and producer gases, the loss is | possibilities of improvement in the gas engine are, therefore, great, and 
27,000, 000—15,410,000 = 11,589,000 heat units, or 43 per cent. Thus, if, | will not cease when this 51 per cent. waste has been prevented. The 
as I believe, we have in these figures a fair comparative statement of the | steam engine has, on the contrary, almost reached its limit of efficiency ; 
amounts of heat utilized in the two mixtures, in order to save to our pro- 
duct an additional 24 per cent. of the total heat of the coal, we have in- 
creased its volume from 39,000 cubic feet to 66,350 cubic feet, or nearly 
70 per cent., and reduced its flame temperature from 4,480° to 4,048° F. | will consider—incandescent illumination. There is no doubt of the 

It is principally upon this increase of bulk and reduction of flame | success of this method of lighting rooms. I have seen 24 cubic feet 
temperature that I base my objection to the admixture of producer gas. | of coal gas burned under a Welsbach mantle develop as much light as 
We must provide storage room for a portion, and a very considerable | 


and every year will see it less able to compete with its constantly 
improving rival, the gas motor. 
There is another application of fuel gas to economic purposes which I 


16 cubic feet of the same gas in an ordinary open burner. This and 
portion of our gas. Tle amount, whatever relation it bears to our daily | similar burners will settle the quifestion of how to sell illuminating and 
output, will necessarily be increased in proportion to the amount of gas | fuel gases though one set of mains. 
required to supply a given demand for heat. To supply this demand | 


For this purpuse the yas must be purified from sulphur compounds. 
will require of the mixture containing producer gas 60 per cent. more 


|This country uses large and increasing amounts of acid made from 
than of that containing only coal and water gas, and render necessary | imported sulphur. The utilization of spent oxide in the manufacture of 
60 per cent. more holder capacity. There is, of course, a pressure at/|sulphuric acid will, and in some works even now does, make its cost 
which it will be found most advantageous to deliver this gas, and at|to gas companies nil. The free oxygen in our gas, or the addition of a 
that pressure the carrying capacity of our mains must be 60 per cent. |small amount thereto, wil effect continuous revivification at no cost of 
greater for the more bulky mixture to deliver the same amount of heat-} handling. Thus I believe that in all works of magnitude the cost of 
ing power. This estimate makes no-allowance for the ditference in | purification will be limited to interest and repairs. 
specific gravity, which would make the comparison still less favorable} Having considered the character and applications of fuel gas, we can 
to the producer gas mixture. estimate the amount necessary to supply a city of a given size. I learn 
As stated, in the conversion of a ton of coal to a mixture of coal and | from what I consider a reliable source that the consumption of coal in a 
water gases there is a loss of 45.5 per cent. of the theoretical heat | Western city and its suburbs was 400,000 tons in 1887. One hundred 
efficiency of the coal, and unless we can show that this is more than | and fifty thousand tons of this was for domestic use, or about one ton 
made good by the increased availability of the heat units of the gas, we | per head of population for heating aud cooking. The proportion of the 
will be compelled to advocate the use of our product simply upon the | 250,000 tons used for manufacturing, which we could supplant with gas, 
score of convenience, neatness, and saving of labor. Very important | is difficult to get at; I estimate it at 100,000 tons. Supposing that two- 
items are these, but to command the market I think it will be necessary | thirds of the population become our customers for all their fuel supplies, 





to demonstrate something more. we will have a demand for gas for domestic heating equivalent to that 
Upon the authority of M. Claudel, in the most efficient method of supplied by 100,000 tons of coal. 
heating apartments the utilization of heat from coal is only 13 per cent. We have estimated that the gas from one ton of coal is equal in 


of the amount generated; and from this it runs down to less than 3 per | domestic service to 2.7 tons of raw coal: therefore, to do the work now 
cent., 10 per cent. is a liberal estimate. The ability to almost exactly | done by 100,000 tons will require the gas from 40,000 tons, about. We 
regulate the supply of air to a gas fire, better to arrange radiators and | have estimated that for the production of power the gas from one tof of 
reflectors, and to utilize the heat of the products of combustion more] coal is equal to 1.83 tons burned under a boiler. Therefore, to supplant 
fully, makes a gas fire much more economical in the utilization of the | 100,000 tons used for steam power will require the gas from 54,000 tons, 
heat developed. In a paper* read before the Gas Institute in 1880, Mr.}about—I estimate that 12,000 tons will supp y all the demands for 
Travers detailed his elaborate experiments to determine the efficiency of j illumination. Therefore, the gas from 106,000 tons of coal should as nearly 
gas cookers and heaters. He found it to vary from 32 per cent. to 77 [supply all the demands for light, heai and power as my figures and 
per cent., the variations being due to different styles of stoves. Let us suppositions are correct. 
take 50 per cent., then, as the efficiency of gas as a heating agent, in The consumption for power will not vary materially with the season ; 
comparing it with the coal from which it is made. but the difference between the Winter and Summer domestic demand 
A ton of coal, with a total heating power of 27,000,000 heat units, 10] will be as great as between the amount of fuel used to heat a house and 
per cent. efficiency does useful heating to the extent of 2,700,000 heat units. | cook for its inmates, and for the mere cooking. With a house to heat, 
The gas from a ton of coal, 10,000 cubic feet coal gas, 29,000 cubic |a blizzard on, and the mercury 25° below zero, surely the consumption is 
feet of water gas, with a total heating power of 14,710,000 heat units, 50] six times what it isin July, with the mercury at 90 in the shade. The 
per cent. efficiency, will yield 7,355,000 heat units. Thus we see that|demand for power per day, 300 days per year, will require the distilla- 
in useful heating effect the gas from one ton of coal is equal to 2.7 tons| tion of 180 tons of coal, producing 7,000,000 cubic feet of gas, about. 
of raw coal when applied to domestic heating. In the generation of |The domestic demand ‘vill require a mean of 110 tons of coal a day, or 
power we have a comparison somewhat less favorable to our product. | 4,290,000 cubic feet of gas, about. [ do not think it unreasonable to 
I think from the record of steam engine performances we will not be far | estimate the maximum at three times the mean. This would be 
wrong in assuming that the average consumption of fuel per horse power | 12,870,000 cubic feet -add the consumption for power aud we have a 
is not below 4, yielding 54,000 heat units, one ton of coal burned under | total maximum sendout of 20,000,000 cubic feet. With the liability to 
a boiler developing 500 horse power in the cylinder of an engine. This] unexpected drafts on our holders from sudden changes in the weather, 
is less than 5 per cent. efficiency. Dr. Slaby, of Berlin, in a report | we would require large storage room. Fifty per cent. of the maximum 
comparing the Lenoir and Otto gas motors, says that he has found the|sent out would probably do, or about 10,000,000 cubic feet. 
efficiency of an Otto 4-horse power engine to be 16 per cent., the number I do not desire to say anything as to the probable cost of the gas, 
of heat units necessary to the development of one horse power being | That is readily figured out for any locality, cost of coal and labor being 
16,025. Thus the gas from a ton of coal will yield 917 horse power per | known. In estimating it we should avoid figuring on slack coal at its 
hour. Therefore, for the production of horse power one ton of coal present price. If fuel gas is generally used, and made from slack coal, 
converted to gas is equal in value to 1.83 tons burned under a boiler. I | the price per ton will rise. With improved furnaces and the introduc 
am aware that much better results have been obtained in the steam | tion of fuel gas, the demand for slack, stimulated by its low price, will 
engine than I have given, but I believe the average efficiency to he | soon compel miners to advance their rates to protect the trade in lump 
below the figure assumed; and better results than Dr. Slaby’s are | coal. If we make fuel gas from screenings, every ton we use will stop 
obtained every day with gas engines. Great as is the efficiency of the | the sale of 2} tons of lump coal. Dealers will find a way to even this 
gas engine as compared to the steam engine, there is yet more to be said up, and the simplest way is to raise the price of the screenings. 
for it. Dr. Slaby accounts for the heat generated in the cylinder of a| I think the direction in which invention in this field will find its rich- 





gas engine thus : est harvest is toward the perfection of an apparatus for the distillation of 
IE MUO WOE on ke cc tciewnsiiess rennin 16 per cent. coal, and conversion of its residual coke into gas, in the same vessel. 
Abstracted by cooling water................. oo Labor and coal go to make the bulk of the cost of gas, and were it all 
‘, ‘** expelled products i . : 
“ ow i oe aa ‘ made in one vessel both would be economized. 
conduction and radiation...... - Se . : ’ j : 

a In working out the heat problems connected with this subject I have 
100 arrived at results* differing materially in some instances from those pre- 





* See JOURNAL, Vol. XXXIII., Sept. 16, 1880, p. 127, 5 *See JOURNAL, Vol. XLVII., Nov. 16, 1887, p. 311. 
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sented to the American Association, in October last, by Mr. McMillin. 
For instance, I give the heat units per cubic foot of coal gas as 630 
about, while he finds it to be 735 about. 

I append a table showing the data upon which I have worked, and for 
which I am in large part indebted to the calculations of Mr. Rollin 
Norris, M. E. The fuel values are upon the authority of Favre and 
Silberman. 





some metallurgical works I have found that at 30 cents per thousand it 
was cheaper than coal. Extensive experiments have been carried on ina 
large Ohio factory, and I hoped that the party who conducted these 
experiments would be here, for he could speak more definitely about 
them. We found that, at thirty cents per thousand, the gas was cheaper 
than the coke they had been using. It was on the result of those experi- 
ments and others, I base my calculation that about 25 cents per thousand 


|is what we must figure on; and you must at that price sell a good fuel 


Data on which the Foregoing Calculations are Based. gas—equal to water gas, or better. The water gas can be made from 


soft coal slack, and a large amount of coal gas can be added in the 


Specific Heat 
at Constant 


Heat Units Heat Units Weight Pressure by — Flame _| process of making; in that way a strong calorific value will be added to 
cu! Foot. pound: cu Foot. Wane 0. — | it, and the gas will be strongly odorized. The writer of the paper (which 
H ere 62,032.0 .. 0.00530 .. 3.4046 |is a very interesting one) takes the grounds that the coal gas should be 
Se pe ce 40063 23,513.0 .. 0.04288 .. 0.5929 |made separately, and afterwards mixed, but I contend that the sas 
oe .. 1585.7 .. 21,343.0 .. 0.07425 .. 0.3694 should be made entirely in one operation, and in one generator, and 
ee 320.8 .. 4,325.0 .. 0.07417 .. 0.2479 the heat units obtained from making coal gas should be mixed with the 
crop sche sine Meaaie mae .. 0.11727 .. 0.2:64 | water gas. The coal should be all put into one hopper, and the gas 
WEN ohn iva yp sir aes 0.04745 .. 0.4750 |made taken into the holder by one operation ; and we should utilize the 
atikke sc s-taes scam ‘Seen 0.07450 .. 0.2440 ‘heat units that are thrown off in the operation for firing the boilers, or 
Oo. Ta wpataaies. tomes 0.08480 .. 0.2182 use it for metallurgical work. In all our cities to-day we have plenty of - 
(7 ee eee o csnis/steceutaleat : ee 0.0767 0.2377 .... | places for using up whatever producer gas may be made, even if the gas 
Coal gas ..... ..-. 630.0 .. 20,701.0 Ge a Nase 4348 |company had no use for it on their own account. My opinion is that 
Water gas..... aek ee. 6,961.0 lr a 1797 | the gas companies should not only make illuminating but also fuel gas. 
Producer gas....... 95.0 .. 1,301.3 Sa 2961 | I am not one of those who believe that fuel gas, incandescent burners and 
Water gas mixture. 377.2 9,736.0 .0389 ivek 14480 the electric light, are going to do all the business. I think we shail 
Prod. gas mixture.. 232.3 .. 4,046.0 . ee See 1048 | continue to make illuminating gas to a large extent. There will be 
; plenty of business in the future for incandescent lights—both electric 
Analysis. a salad i : 
Water Gas Prod. Gas | #24 gas. There are many different forms of burners which make good 
By VOLUME. Coal Gas. Water Gas. Producer Gas. Mixture. Mixture. | light, and they will undoubtedly be improved. I contend that every 
H.........-.-- 46.00 DOO .... 3. 2... ABT .... 23.46 | gas company shoul! not only make fuel gas and illuminating gas, but 
SEES, 6.00 .... 40.0 . 26.0 .... 31.28 .... 27.06 | should also use the waste gases for making the electric light. here are 
3. Ser ie Oe wee RO awa 4.10 .... 3.08 | waste gases enough from the making of gas in any town of any size to 
3 5 ee 39.50 wees aces vere cee. 10.13 .... 5.95 | pun all the electric light that is needed in the town. I find from actual 
>, eres: PRE seine HSss wees 1s sce «69.97 .O7 | experiments that we can. make, from a ton of soft coal (like Ohio, 
w i SO... RO ac .k+ BE sac 3.28 35.99 | Tllinois, Iowa, or Pennsylvania slack,) from 40 to 45,000 feet of water 
0. ss , er ED x... 0.5 A: .57 | gas, and that the producer or generator gas from that same ton of coal 
H.O 2.00 .. Moire cee els ke 51 . .80 | will furnish 250 horse power for one hour—that is, 25 horse power for 
100.00 100.0 100.0 99.98 99,98 'ten hours, and which will furnish power for 25 arc lights for ten hours. 
We get that amount of power from the producer gas at present, and I 
Ps WEIGHT. aye a. ines — ais think we are going to get still better results. In that way the units of 
ork es “un... 76. 26.37 .... 0.5964 24 96 neat are used pretty effectually. It has been stated that parties do not 
Co oe 5 89 140 101... 0.1936 G97 | make the amount of producer gas claimed, and that there has been ‘no 
CH, ei er O17 443 | Way of measuring the pr ducers gas accurately, We are now building 
CoH 933 . 0.0185 =3;, | some holders and apparatus for measuring not only water gas but also 
N oh pes 71 68.79 0.0628 50.455 producer gas. The water gas has been measured, but not the producer 
as a. ; 20) 0.57 0.0146 gy | Bas, except as it was tested through the exhauster in the best way we 
HO 3 14 0.0062 95 l}eould. We have tested it in metallurgical works, and for heating steel 
‘ ms Z ingots, side by side, and in comparison with the Siemens and the 
100.00 .... 100.0 _. 100.00 .... 1.0005 .. 100.000| Wellman producer gases. From a ton of coal we got from 30,000 to 


Discussion. 

The President.—One of our new members, Mr. Burdett Loomis, of 
Hartford, Conn., is said to have given considerable attention to the 
subject of fuel gas. We would like to hear from him. 

Mr. Loomis.—I hoped that this discussion would have gone on at some 
length before you called upou me. I would really prefer to hear the 
ideas of other people. Of course I have my own views about it, as I 
have been interested in the matter for a number of years, and have 
accomplished some results which are satisfactory to myself. In the 
first place, in order to be a success, fuel gas must be made and sold 
cheaply. There may be a difference of opinion as to what that figure 
may be. I was interested, as some of you know, with Prof. Lowe in his 
series of experiments at Lynn, Mass., where we were making fuel gas 
and selling it at 50 cents per thousand. At that price, for some pur- 
poses—for gas engines, and for cooking—it was cheaper than coal 
used in the same way; but for heating purposes it was not as 
cheap as coal. In fact, coal was considerably the cheaper. We found, 
as the result of our experiments, with coal at the prices for which it was 
selling in New England, that fuel gas must be sold certainly as low as 
25 cents per thousand to make it a commodity that the people would use. 
Even at that price, for some purposes, it is still dearer than coal ; but 
for a variety of uses about the house, such as cooking and heating, with 
the improved stoves and burners that have since come on the market, it 
is more economical than coal. Where coal is $5 or $6 per ton, fuel gas 
at 25 cents per thousand is cheaper than coal for accomplishing the 
entire work performed about the house—I am speaking now about fuel 
water gas, minus any admixture of either producer or coal gas. In 
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40,000 feet of water gas, and we heated as much steel with the producer 
gas from it as the gas from the Siemens or the Wellman producer did 
from the full ton of coal. 

The President.—Will you give us the proof of that. 

Mr. Loomis.—I will show it to you, and prove it. We have no waste. 
Everything is made into gas. There is nothing left, except ash. A 
pipe, 400 feet long, that ran to the furnace for two months, on a steady 
run, and when taken down and cleaned out, we did not get more than 
half a bushel of dust out of it. This was at the Disston Saw Works, at 
Philadelphia, Pa 

Mr. Clark.—I would like to ask Mr. Loomis the amount of heat units 
to the cubic foot in the gas he made, and which he says must be sold for 
25 cents. 

Mr. Loomis.—I figure that it is equal to good water gas, mixed with 
some coal gas. 

Mr. Clark.—About 350 heat units to the cubic foot? 

Mr. Loomis —Yes. 

Mr. Clark.—With regard to the sort of apparatus with which this gas 
should be produced, I think you misunderstood me. I think (as you do 
not) that the coal gas should be separated and handled separately. I 
differ from you in that. I think the coal gas should be handled 
separately, but that it should be all made in one vessel, or in one 
cylinder ; the coal gas to be drawn off separately, and handled separ- 
ately. If you pass coal gas through a bed of incandescent fuel you 
convert it almost into water gas. It goes out practically as water gas. 

|I find the heat units in coal gas to be 630, and in water gas to be 290 
per cubic foot. You get more cubic feet of gas, but you get less hea 
efficiency by passing coal gas through incandescent fuel. Therefore 
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you require more storage room, and more main capacity to distribute an 
equal amount of heat. 

Mr. Loomis.—I do not pass the coal gas through the hot coal. I said 
I made it in the same vessel ; but I do not pass it through the hot coal. 
I make them in the same vessel, and then carry them off together, or 
separately, as I like. 

Mr. Clark.—Then you make coal gas and water gas ; and the mixture 
of the two has not more than 300 heat units ? 

Mr. Loomis.—I do not say that. I said gas equal to water gas should 
be sold for 25 cents. I said it could be made better than water gas by 
adding coal gas to it. 

Mr. Clark—Then your gas has higher heat efficiency than 300 units 
per cubic foot ? 

Mr. Loomis— Yes. 

Mr. Clark—The gas I figure on, which has an efficiency of 377 units, 
éannot be sold for 25 cents per thousand, with coal at $4 per ton. 

Mr. Loomis—It can be if you can makeit cheap enough. If you want 
to make gas of 300 heat units, and to sell it for 25 cents, it can be done. 
But you cannot do it by taking first class coal and volatilizing it in the 
retort. The coal that is cheapest at the place where it is used is the coal 
to be made into gas, and get the best results you can in one apparatus. 

Mr.- Clark—Do you think the price of slack will remain as it is now if 

~ we use a large quantity in the manufacture of fuel gas? 

Mr. Loomis~Perhaps not. 

Mr. Clark—You will use then for making fuel gas a very large pio- 
portion of the amount of coke burned. 

Mr. Loomis—But if you take the regular run of coal in this part of the 
country you will find itis not very high priced. It will be higher, of 

~ course, if you use more of it; but it will bring the other down to nearer 
a level. There is plenty of cheap coal to be found in most parts of the 
country“at the present time. 
* Mr>Clark—I figure that that gas would cost us more than 20 cents per 
thousand. 

Mr: Loomis—Then it is costing you too much to make it. 

Mr. Egner—With regard to the fuel gas question, using bituminous 
slack, and all that, I would like to inform the gentlemen present that we 
have had a process and an apparatus at the Laclede gas works for over 
two years, with which you can make fuel gas, water gas, or producer 

“gas, and use cannel coal or any kind of slack. We did it two yearsago. 
If any gentleman wants to buy the patent for doing it let him call on me 
and I will sell it very cheap. Some late inventors have copied after 
Egner. 

The President—Is that the reason you want to sell ? 

Mr. Egner—No; that apparatus originated in this way. A water gas 
man who came to us wanted us to pay $50,000 or $60,000 for a patent for 
making water gas. I recognized the fact that coal gas was the cheapest 
#hd best for us at that time, taking into consideration the cost of anthra- 
cite coal, oil, etc., but sothat we might have a water gas apparatus also, I 
invénted one ; and, in order to prevent anyone else taking and using my 
imvention, I got a patent on it. We built the apparatus and ran it for a 
month right straight through—there are gentlemen present who have 
seen it running. We have taken Pittsburgh slack, Illinois slack and 
cannel coal, and from it have made water gas, producer gas and fuel gas 
in the apparatus. We ran the apparatus for over two years. If any 
member of the Western Association wants to buy the patents cheap let 
them call on Egner. There are three patents; they are all right, and 
are as good as any of them. 

Mr. Zimmermaun—The results claimed for the production of water 
gas rather astonish me. The author of this paper figures on 50,000 feet 
per ton of coal, and I find that Mr. Loo:nis, who has just discussed this 
paper, ‘has, besides his water gas, probably more than its equivalent of 
producer gas. It is quite well known that for the last year we have been 
making experiments with fuel gas ; and we have been making them very 
much in accordance with Mr. McMillin’s paper read at the meeting of 
the American Gas Light Association in New York, last October. We 
are now, however, using a single vessel in which we make a mixed gas. 
We find we cannot get 50,000 feet of water gas from a ton of coal; I 
doubt if we can even get 40,000; and the best we have yet done is 35,000. 
I have heard of no better results from any plan where the figures were 
given me by uninterested parties. Certainly, it is not done abroad ; and 


I have doubt about its being done in this country. With regard to the 
wasted excess of the producer gas (having heat units which can be 
burned over and above what is used for making the gas), I wish to say 
it requires every bit of that heat, and more too. You are obliged to ab- 
sorb all of the heat of the excess coming over from your generating ves- 
sel in order to obtain enough heat units and enough steam to make your 
water gas, run your apparatus, and supply heat for all thesteam about the 
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place. You have not only got to burn your producer gas, but you have 
to absorb the heat from the gases in order to obtain enough steam to run 
your works. The greatest economy is effected only when the excess of 
heat is just equal to the heat required to furnish the steam for the place. 
If you have any heat over, itis waste. If you have too little you will 
have to supply it with coal anyhow. So I think the greatest economy is 
effected in making the gas only when the waste products are just equal 
to what is needed to give you just steam enough to run your establish- 
ment. 

Mr. Loomis—I would like to say with regard to this that I have an 
apparatus running, at Turner's Falls, Mass., every day in the year, ex- 
cept Sundays and holidays, and anybody can see it at any time. The 
apparatus is not only making its own steam to make this water gas, but 
it is furnishing what steam they need for runnivg the engine; also, 
making 35,000 feet of water gas, and producing 25-horse power 10 hours 
every day from the waste products. Anybody who wants to see how it 
is done can do so. The place is not locked up and no cards of admission 
are required. It is open to the public all the time. We use soft coal— 
Cumberland slack. We have used all kinds—Ohio, Virginia, dust and 
anthracite, and mixtures of all of these. We are now testing Illinois 
slack. I am not stating anything that cannot be seen, and there are 
gentlemen in this room who have seen it. 

Mr. Burt—I will vouch for what Mr. Loomis says, for I saw it three 
weeks ago. 

Mr. Zimmermann—How is that gas measured ? 

Mr. We are measuring the water gas in the holder, not 
through a meter. It is being used, not once in a while, but each and 
every day, by the forge men. They have to have the gas ready at seven 
The 
measurement is as accurate as measurement can be. Each forge is run- 
ning every day, and they have not stopped for a year. I want to say 
another thing with regard to my apparatus for making gas. I am run- 
ning a gas generator and making water gas, and am doing it without 
clinkering. Our water gas generator has been running for nine weeks, 
and has not had a clinker bar inside of it in that time. I do not know 
why it will not run for a year without clinkering. 

Mr. Egner—We are doing the same with ours. 

Mr. Clark—I suppose that Mr. Zimmermann speaks of charging with 
cold fuel ? 

Mr. Zimmermann—Either cold or hot; I have tried both. 

Mr. Clark—Did you find any difference ? 

Mr. Zimmermann—Yes; we got about 35,000 with the hot, and from 
32,000 to 33,000 with the cold. 

Mr. Clark—I know of a water gas producer that is running on cold 
fuel, and it is running considerably under 50 pounds per thousand, but 
they are, however, laboring under several disadvantages. In the first 
place, they admif a large amount of steam, and so carry away a large 
amount of heat from the generator. According to my figuring it would 
reduce the fuel account to 42 pounds to the thousand by charging with 
hot fuel. 

Mr. Zimmermann—Is that fuel water gas? 

Mr. Clark—Yes; pure water gas. Producer gas is used for heating 
water for the boiler. It is afterwards carburetted ; but the water gas is 


Loomis 


o'clock, und they are using just so much every hour in the day. 


made in the retorts separately. It is straight water gas and measured 
cold. 

Mr. Loomis—I have seen 60,000 feet of water gas made from a ton of 
coal. 


Mr. Zimmermann—I have made over 70,000 feet on a week’s run. 

Mr. Clark—This record is of a month’s run. The record is made up 
every month. I was in charge of the generators at the time, and be- 
lieve the figures to be correct. 

The President—I do not want to question the statements of anyone; 
but everyone should be careful to know that he is correct in his state- 
ments. One gentleman vouched for Mr. Loomis’s statement. I do not 
think it is necessary that anyone should vouch for Loomis; but it now 
turns out that Loomis, instead of measuring the gas by meter, was esti- 
mating it in the holder. Therefore the gentleman could not have known 
whether Mr. Loomis’s statement was correct or not. Measuring gas in 
the holder is a very uncertain thing. I am sure none of us will count 
very much on the holder. I will refer to one matter to which Mr. Clark 
has called attention, and that is that he gets but 630 heat units from coal 
gas, whereas I get 735. This is a vast difference, but it can easily be 
reconciled. He puts his hydrogen gas at 62,032, and his marsh gas at 
21,343; I put marsh gas at about 26,383—which is quite a difference. 
Now, one-quarter in weight of the marsh gas is hydrogen, and one- 
quarter of 62,032 is 15,508; three-quarters of the weight of the marsh gas 





is carbon ; three quarters of 14,500 is 10,875 ; and the product of the two 
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added together makes the quantity that I gave—26,383. He takes the 
tables as worked out when the combustion is of the compound gas, 
which in the tables that we have in our text books is not so great as the 
heat units given by the elements. He takes the compound table, while 
I take the elements and work from them. That is where the difference 
comes in. Those who have worked out these tables pretend to tell us 
what the compounds of marsh gas will give; but in many instances 
they do not give the other compounds. I presume it is fair to put all 
upon the same basis, and to figure all of them from their values as ele- 
ments, instead of figuring some of them at their values as elements and 
others as compounds. I put all on the same footing. | 

Mr. Zimmermann—I wish to call attention to the remark of Mr. Clark | 
concerning slack coal. There is very little advantage in ever using 
slack if you cannot work it with perfect ease, because in making 40,000 
or 50,000 feet of fuel gas per ton of coal the item for coal is the smallest 
in the case, and amounts to only 2 or 3 cents per thousand feet. So it 
makes very little difference whether you use lump coal, slack, or any- 
thing else. 

Mr. Clark—It takes pretty good coal to give those figures. 

Mr. Chollar—I would like to ask Mr. Clark about the matter of flame 
temperature. Are the flame temperatures which he has given based 
upon the theoretical composition of the gas ? 

Mr. Clark—Yes ; but with the addition of 20 per cent. more air than is 
theoretically required, which makes the flame temperature of the pro 
ducer gas equal 4,048. 

The President—I referred in my address this morning to some bold 
statements; but the weight of evidence this afternoon seems to indicate 
that those statements were possibly correct. Statements have been made 
here which are pretty nearly as strong as the ones to which I referred, 
I hope, therefore, you wil] pardon me for detaining you a moment 
while I give the absolute that is possible ever to be obtained. In the 
production of producer gas we take one pound of carbon and add to it 
1.333 pounds of oxygen plus 4.4 pounds of nitrogen, which gives us 6.75 
pounds of gas for each pound of carbon used; or, deducting ash, say 6 
pounds for each pound of coal used. This gas when cold, or at 60 F., 
weighs 12.5 feet per pound. Then 12.5 multiplied by 6 gives 75 feet per 
pound of fuel; and this multiplied by 2,000 pounds, or one ton, gives 
150,000 feet as the utmost that can possibly be made. Pure water gas 
weighs about 40 pounds per 1,000 feet. Then 40x 50=2,000 pounds ; 
showing that 50,000 feet weighs one ton. How much coal must be used 
to produce this, using none for condensing the steam, but all being used 
exclusively for the decomposition of the steam? One pound of carbon, 
plus 1.333 pounds of oxygen, plus 0.167 pounds of hydrogen, equals 2.5 
pounds of gases for each pound of carbon. Reduce this 10 per cent. for 
ash in the coal, and we have 2.25 pounds of gas for each pound of fuel. 
Then, 2,000+-2.25=888 pounds of fuel. The absolute essentials, there- 
fore, of the two (50,000 feet of water gas and 150,000 feet of producer 
gas) equal 2,888 pounds ; that is, coming from 2,000 pounds of coal—I 
do not know where the last 888 pounds comes from—the absolute essen- 
tials of the two equal 2,888 pounds; and, practically, it will take more 
than 4,000 pounds to make the 150,000 feet of producer gas and 50,000 
feet of water gas. 

Mr. Clark—If you will take the analysis as I have given it, or as you 
gave it in your paper Jast October, and figure up the amount of carbon 
in a cubic foot of gas, and divide that into the amount of carbon in a ton 
of coal, and allow 13 per cent. for ash, you will find that you will have 
95 feet of producer gas per pound. All the coal which goes into the pro 
ducer in making producer gas comes out either as gas, or as ash through 
the grate bars. If you allow 13 per cent. of ash, I do not see how you 
can escape the conclusion that you make about 95 feet per pound of coal. 

The President—I am taking it theoretically, and I say it is absolutely 
impossible to make more than 150,000 feet of pure producer gas. 

Mr. Clark—If you figure it out in that way you will find you only 
allow 50,000 feet of producer gas, and still have the carbon to account 








Mr. Clark—You charge small quantities, and the production goes ° 
right on. It commences immediately, and goes right on. 

Mr. King—And that is available for use ? 

Mr. Clark—Of course you do not realize anything like all the heat 
units in the coal ; but you get all the carbon in the coal into your pro- 
ducer gas, minus what goes through the grate bars. We charge in small 
quantities, and work right on regularly, using whatever comes from the 
coal, 

Mr. Zimmerman— Do you count the tar which you make ¢ 

Mr. Clark—lI do not figure that in the producer gas at all. I am fig- 
uring the producer gas on the coal alone. 


On motion of Mr. Howard, a vote of thanks was passed to Mr. Clapk: 
Mr. B. E. Chollar, of Topeka, Kansas, read his paper, entitled 
A PARADOXICAL BOX. 


The use of water for the purification of illuminating gas dates back to 
the time of Murdock, who ‘‘ washed and purified it previous to con- 
veying, through the pipes called mains, to the mills.” Later on, Clegy ” 
added lime to the water in the gasholder tanks, but the difficulty o* 
removing the spent lime prevented the continuance of this practice, and 
it was superseded by the use of lime water in special vessels. 

Asa process, preliminary to the complete purification of gas, the use 
of water is based on a fact discovered during the early days of gas 
lighting, namely: That water by the aid of the volatile alkali may be 
made to absorb many times its own volumes of impurity. 

In 1817 Wilson obtained a patent for the purification of coal gas from 
sulphuretted hydrogen by means of ammoniacal gas, which he mixed 
with the coal gas in its passage to the gas holder, the compounds being 
removed by passing the gas through a perforated plate placed under tit 
surface of water. Soon afterwards ‘‘ breeze boxes” niade their apyear- 
ance, chiefly for the removal of the tar; and the wetting ef~the breeut 
in the boxes soon developed the scrubber, which maintained de pest of 
honor for many years. 

Latterly, however, a compound apparatus, quite properly -styled- 
‘‘ Washer-Scrubber,” has been rapidly introduced, until it now bids ‘fair 
well nigh to displace the ponderous scrubbers of older date. .A diMtinoe 
tive difference between the two styles of apparatus (washevaud scrubber) 
may, perhaps, be defined as follows: 

In « washer the water is contained in a body, and is equally permeRted 

homogeneous, so to speak—in regard to the impurity absorbed. Yn the 
scrubber the gas and water are caused to flow in opposite directions ; 
clean water entering at the outlet end and discharging in a fouled state 
at the inlet. 

Since the impurities in the gas are more or less volatile, it is pYainly 
impracticable, with a single working, to get both well-washed gas and a 
strong liquor. 

With a complete scrubber, however, the preliminary purificatiog may 
be completed at one operation ; for the strongest liquor, coming at first 
in contact with the foulest gas, becomes charged to the Maximurfi extent, 
and gradually decreases in strength in the direction opposite to the flow 
of the gas, until, at the outlet, the scrubbing is congpleted with water very 
slightly, perhaps not at all charged with alkali. 

The ‘* Paradoxical Box” is a washer; ‘‘only this and nothing more.” 
It is not mtended to rival the ‘‘Standard,” the ‘‘ Eclipse,” or any other 
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for. 
The President—I am taking the absolutely pure producer gas. 


Mr. Clark—But taking this analysis that you published, or that is | 


given here, of producer gas as ordinarily made, or as good as we can 
make it, you will find there are 95 feet to the pound. 
Mr. King—As I understand it, when you put in a fresh charge you 


will not get any producer gas until that gets heated up in a measure. | 
Where will you start to make your measure ; and where will you end ? | 
Mr. Clark—It is supposed to be straight running. At the time of firing | 


up you lose a certain amount; but in making producer gas you do not 
fire up more than once in six months. 
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The Pa radoxical Box. 
| 
| form of good scrubber ; but its field, if ever it have one, will be te satisfy 
the requirements where a more elaborate apparatus may be deemed su- 
| perfluous. 

In construction it is simplicity itself, being hardly more than a modifi 
| cation of Wilson’s arrangement of the submerged plate. 

| An application for a patent might. perhaps, develop the fact that the 
same thing has been “invented” several times already; but since no 


Mr. King—But you are continuously charging, and introducing cold | such purpose is even contemplated, it is possible that the thing may pass, 
fuel ; and that must be brought up to a certain heat, 





for a while at least, as a new idea, The paradoxical part of the affaiy 1s 
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that the water stands in a sieve and is supported by the gas, which oc- | 
cupies the whole of the space immediately under it. 

_ In the diagram (see p. 383) A represents an oblong box fitted with a 
removable cover; B is the gas inlet and C the outlet; D is a hood, gas 
tight, ‘and ‘extending the whole length of the box and to about 3 inches 
from the bottom, terminating with a ‘‘square root” angle iron, looking | 
towards C. This angle iron is extended at the same level, nearly across 
‘both ends of the box, forming a horizontal ledge, on which rest three 
sides of a wooden frame, E, to the bottom of which is fastened a metal 
sereen. "The fourth side of the frame is placed a couple of inches from 
the outlet side, is secured to the under side of the metal plate, and ex- | 
tertds thence nearly to the bottom of the box, leaving sufficient space 
under and around it to permit a free flow of water over the top of the 
‘plate. Fine wire cloth (such as is commonly used for window screens) | 
has been found to answer fully as well as perforated metal. 

In operation, the box is filled with water up to, or a little above, the 

level of the sieve ; the gas, entering at B, displaces the water below and | 
forces it to flow around F and over the tops of the plates, where it stands 


. at ajsteady level—the gas passing upwards in minute bubbles through 


the thousands of holes in the sieve. An ordinary adjustable overflow is 
arranged so as to maintain any desired depth of seal. 

A new wire cloth will be required once in three or four months, the 
caifse of “the clogging up of the meshes being due to the deposit or re- 
tention of insoluble lime compounds mixed with tar. This trouble, how 
ever! is not serious ; for the cost of a new sieve cloth is only about 50 
cents, and it can be put in place in an hour, or thereabouts. Moreover, 
a complete stoppage of the meshes would result in no harm, for the gas 
would simply pass under the frame. 

_ The condenser used in connection with this washer is a horizontal 
spiral, Consisting of about 700 feet of cast iron pipe arranged in compact | 
form. It"removes nearly all the tar from the gas before it enters the 
Washer. ° =~ 

” 'Phe gas operated” upon is from Kansas coal, and carries a larger pro- 
portion of sulphuretted hydrogen and carbonic acid than can easily be 
found elsewNere, there being no less than 3) per cent. by volume of 
éach* or about 2,200 grains of the former, and 2,800 of the latter in each | 
ido cubic feet. 

The condénser’and washer perform about one-eighth, and the lime 
pugifiers the remaining seven-eighths, of the work of purification. The 
washer removes almost the last trace of tar from the gas; socompletely, 
in fact, is this the case that the lime trays, after seven years of constant 
usé, are” not yet soiled with tar. The condition of the consumers’ 
mé@ters, and of their fixtures as well, bear concurrent testimony—fav- 
orable to the good work done by the ‘‘ Paradoxical Box.” 


Discussion. 


Mr. Forstall—At the north station of the Chicago Gas Light and Coke 
Compiny a washer constructed on this principle has been at work for 6 
months, and any gentleman here who would like to see it in operation 
can fo so. The principle was taken from a German patent, and the 
washers were made by the Bouton Foundry Company here. Within 3 
months I suppose 5 or 6 million feet of gas per day will be passed 
through those washers. 

The Presifent— W hat is your opinion of their value ? 

#Mr. Forsfall—We like them so well that we are going to put them in 
wherever we can. 

Mr, Chollar—That is our experience, gained after 7 years’ use. 

The President—That.Germany may not have all the honor of this in- 
ventiog, I would like to know if this patent is more than seven years 
old. * Mr. Chollar says he has been using the washer that length of time. 

Mr. Chollar—We first tried it in the spring of 1881. 

Me Forstall—It has been in use for several years, not only for tar 
washing, but also for ammonia washing. About 18 months ago I saw 
an illustrati®p of it in the Journal fuer Gasbeleuchtung, and as we 
were then having trouble from tar in our water gas, it occurred to me to 
be just the thing to remedy the difficulty. It has acted perfectly. Since 
we began using that scrubber we have never had an increase of one- 
tenth pressure in our condenser. It not only takes out all the lamp- 
black, butalso any heavy tar that is formed. 

Mr. Chollar—I make no claim for the invention. 

Mr. Jenkins—I can vouch for the fact that Mr. Chollar has used it for 
seven years, because when I called on him in 1881 he showed me the 
box which he was putting in at that time. 

Mr. Dunlap—How many square feet of space per thousand feet is re- 
quired forthe gas which is passed ? 

Mr. Chollay—My rule is this: If the area of the pipe is 74, then I 
make it 6 feet long, so that it will approximate 1 inch in depth of water 


| the greater portion of sulphuretted hydrogen is taken out; and in No. 3 





to the area of the pipe. In other words, I make it as many inches lony 
as there are inches in the area of the pipe—taking it at the maximum of 
1 inch displacement. 

Mr. Odiorne—Where do you locate these boxes? Before the exhaus- 
ter, or after ? 

Mr. Chollar—Right before the purifier, and after the condenser. | 
expect, if the gas is not very well condensed, there will be more or less 
trouble with stoppages unless you use a course screen; but if such « 
screen is employed the water will not stand on top. The smaller th: 
opening the more thorough the action will be. 

On motion of Mr. Jenkins, a vote of thanks was tendered to Mr 
Chollar. 

WELCOMING GAS COMMISSIONER BARKER. 

The President—We have with us to-day Mr. Forvest KE. Barker, o| 
Worcester, Mass., a member of the Massachusetts State Gas Commission 
I have the pleasure of introducing him to you. 

Mr. Barker—Mr. President and Gentlemen of the Association :—] 
thank you for the very cordial welcome you have been pleased to ex 
tend to me as the representative of the Massachusetts Board of Gas Com 
missioners. I think, after the extended and very flattering notice which 
you, sir, saw fit to give to the report of the Board, and to the Board 
itself, this morning, very little remains for me to say. Moreover, [ am 
not here for the purpose of talking, but rather of listening, in order that 
through your exchange of ideas I may reap the advantages peculiar to 
an Association and assemblage of this sort. We are laboring in a field 
which has very much of interest in common to consumers and com 
panies, and which, in a certain sense, is new. We have had some indi 
cation that our work is appreciated by the public in the State where we 
reside, and also by the Companies under the supervision of the Board. 
If we have been of any benefit to the fraternity of gas engineers at large, 
I think we have some right to feel gratified ; and the gentlemen of this 
Association who have been so much interested in the question of gas 
commissions may feel that after all their labor has not been entirely in 
vain. I thank you for the very cordial welcome you have been pleased 
to give me. It is a type of that with which I have been frequently met 
as I have been about the country, calling upon one and another of the 


| gas engineers at their homes, for the purpose of learning what I could, 


so that our operations miglit be guided with all fairness and with some 
degree of technical accuracy. As you all know, our Board originally 
came to the study of the gas industry with but slight knowledge of the 
subject. I will not take any more of your time, Mr. President, but shall 
listen with pleasure to the proceedings of the Convention. (Applause.) 

Mr. John Gimper, of Leavenworth, Kansas, read the following paper 
on— 

THE CLAUS PROCESS OF PURIFICATION IN CLOSED 
VESSELS. 

The impurities in coal gas are ammonia, sulphuretted hydrogen, car 
bonie acid and cyanides, which, in the Claus process, are removed by 
means of the ammonia contained in the crude gas, mm closed vessels, at 
the gas works in Windsor street, Birmingham, England. The process is 
composed of the following different divisions : 

I.—Scrubbers, Nos. 1, 2, 3, 4 and 5. 

II.—Apparatus for recovering the ammonia. 

III.—Apparatus for making sulphate, or concentrated carbonate of 
ammonia ; also, of making the bye-products, such as sulphur and cyan- 
ide combinations. 

IV.—In addition to the above a number of pumps to keep the ammo- 
niacal liquor in circulation. 

V.—Steamboiler for heating liquors. 

The process is as follows —See Fig. 1. 

In this manner of purification it is of great importance that the crude 
gas be freed from all the tar possible by any desired method. The gas 
then enters scrubber No. 1, and passes on through a series of 5 scrub- 
bers, as shown in sketch, until, at the outlet of scrubber No. 5, it is free 
from carbonic acid, sulphuretted hydrogen and ammonia. Atthe upper 
end of scrubber No. 2a continuous current of free ammonia gas is ad- 
mitted, which mixes itself with the crude gas and passes on to scrubber 
No. 3. This freeammonia gas comes from the ammonia cooling appara- 
tus No. 9, and is produced in the following manner. 

For the washing of the gas for each ton of coal carbonized 50 gallons 
of water is used, and is circulated with pumps from one scrubber to an- 
other, commencing with clean water at scrubber No. 5, and ending with 
concentrated gas liquor at No. 1, and going in the opposite direction to 
the gas. In scrubber No. 1 nearly all of the carbonic acid of the crude 
gas is absorbed; and in No. 2 the last traces of it disappear; in No. 2 
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the last traces of sulphuretted hydrogen are removed ; but the gas 
still contains considerable free ammonia. At the outlet of scrub- 
ber No. 5 the gas is free from ammonia. 

For the purification of 1000 cubic meters (35,000 cu. ft.) of gas, 
about 50 kilos of dry ammonia is needed, hence on a make per hour of 
1,000 cubic meters, 1,000 kilos ammoniacal liquor of 5 per cent 
strength must be presented to the crude gas. The constant working 
of the pumps delivers to each scrubber this amount of liquid, and 
if the make of gas is increased or decreased, as the case may be, so 
is the water regulated at the last scrubber, No. 5. 

The gas liquor at the foot of the fourth (No. 2) scrubber contains 
sulphide and carbonate of ammonium, and some free ammonium. 
fhis liquid, when brought in contact with crude gas in the last 
scrubber (No. 1) takes up nearly all the carbonic acid, because it 
contains free ammonia, and reaches the bottom of the scrubber as 
strong gas liquor, and is from there pumped to the apparatus for 
the recovery of the ammonia, sulphur, etc., in the following manner. 

The liquor is pumped to the sulphide of ammonia decomposing ap 


Fig 


paratus (No. 6), a cylinder of about one-quarter the size of the 
scrubber, in which the liquor is divided as in ordinary scrubbers. 
From there it reaches the heater (No. 7) which contains shallow 
vessels heated by steam jackets, the liquid going from the upper 
down to the lower vessels by its own gravity—the gas liquor be 
coming heated in the last vessel from 80° to 90° C. In this manner 
the carbonate of ammonia is broken up and the carbonic acid 
escapes up through cylinder 6. A small portion of the ammonia is 
carried with it, but is taken up again by the colder liquid 
which is trickling down in No. 6. The carbonic acid set free 
in No. 7 meets the sulphide of ammonia combinations and forms 
carbonate of ammonia and sulphuretted hydrogen in No. 6, which 
reaches No. 7 again, where the carbonic acid is once more liberated, 
and in this manner the process goes continually on. The liquid 
which reaches the bottom of No. 7 contains about seven-eighths of 
all the ammonia as aqua ammonia, the balance being carbonate. 
This is now pumped to the ammonia distillation apparatus, No. 8 
—a cylinder constructed like No. 6, and in which a direct jet of 


- 


steam meets the liquid trickling down and drives all the ammonia 
off in a volatile state. 

It will be noticed that in the previous apparatus sulphuretted 
hydrogen and carbonic acid were separated from the ammonia, but 
in this the ammonia is separated from the liquid. The ammonia 
gas is now passed to a cooling apparatus, No. 9, and any ammonia 
water forming here is brought back to No. 8, and the ammonia 
recovered. The free ammonia gas coming from the cooling ap- 
paratus, No. 9, is now used again for the purification of the crude 
gas, by allowing it to enter scrubber No. 2. 

The water reaching cylinder No, 8 contains cyanides of ammonium, 
but in too small a per cent. to be worked up for the cyanides ; hence, 
it is carried by a pump through cooler No. 10 and back to scrubber 
No. 5, to be circulated again until of sufficient strength. 

From the heater, No. 7, but little vapors of water escape, because 
the temperature is kept below the boiling point, but in the lower 
part of No. 6 are ammonia vapors and carbonic acid gas in a state 


of disassociation. If we now have enough ammonia in all our ap- 


- 1, 


paratus for the purification of crude gas made in a given time, and 
an additional quantity of ammonia is eliminated, then we can take 
off that additional part and condense it in8, or absorb it as sulphate 
of ammonia, 

We have seen in a former part of the process, that sulphuretted 
hydrogen has been liberated in cylinder No. 6, from which it passes 
through a pipe to the sulphur recovery apparatus, A, A'. In At 
enough air is admitted so that its oxygen is in equivalent to the 
hydrogen contained in the sulphuretted hydrogen. The proper regu- 
lation of this air is said to be easily acquired by any workman. The 
process is now as follows: The mixture of air, sulphuretted hydro- 
gen, and carbonic acid enters under a grate, upon which is a layer 
of fire brick material, and upon this a thick layer of oxide of iron, 
in pieces as large as walnuts. The fire brick and oxide must be 
heated to from 400° to 500° C. ; but if hydrate is used the red heat 
will soon be reached by chemical action. The sulphuretted hydro- 
gen is, therefore, broken up and free sulphur and water are formed. 
The sulphur is collected in the chambers, in A. In the chambers 
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nearest to A‘, the sulphur is in fused form, further on as flower 
sulphur, and in the last chamber, ina damp mass, from the water 
formed by the decomposition. Experience has shown that 90 to 95 
per cent. of the sulphur has been recovered, chemically pure, or, if 
at all contaminated, it is by fine carbon. 

Having finished reading his paper, Mr. Gimper exhibited a tracing 
of the ‘‘Gimper Atomizing Circulating Scrubber” (see Fig. 2), 
which he thus explained : i 

In this scrubber, the water or gas liquor is subdivided into a fine 
spray and mist by a jet of compressed gas. Said jet being located 
in the bottom of the scrubber, the spray is forced in an upward di- 
rection against the flow of the gas, and falling back again, thus 
passes twice through the scrubber. The gas enters the scrubber at 
the top and passes downward, thence over ziz-zag shelving, depriv- 
ing the gas of its moisture again, after which it enters the next sec 
tion, to be met by the next spray of weaker liquor, and so on until 
it reaches the last section of pure water. It will be noticed that the 
gas travels from left to right, and the water or liquor from right to 
left, being led by sealed overflow pipes from one section to the other 
by its own gravity, and is, in turn, taken up and atomized by its 
corresponding jet, until it reaches the bottom of the last section as 
strong liquor. Now, by adding a current of free ammonia gas to the 
second left hand section of the scrubber, we have a sample of the 


chemistry ’ (Laming), and the clumsy and obstructive lime box: 
will infallibiy be superseded before long by the elegant method 
liquor purification.” 

There is a prophecy made 15 years before a similar one made }b 
Mr. Page, that the lime process ‘‘ Will infallibly be superseded b 
the elegant method of liquor purification.” Again, on August 18tl 
1873, Mr. Smedberg wrote me, in reply to another letter, in which 
stated that the action of the gas was the acid excess in the gas, an: 
that the free alkali would be necessary to make perfect purification 
He replied in this way : 

‘* You are quite right as to the acid excess of crude gas. This i 
neutralized (according to a patent dated about 1820, and since for 
gotten) by dosing the gas at the condenser inlet with free ammoniaca 
gas, and then removing the sulphuretted hydrogen, bisulphide o! 
carbon, and the sulphides and carbonates of ammonium altogether 
by judicious scrubbing. Enough freeammonia must be injected to 
make the gas sensibly alkaline ; liquor purification does the rest.” 

I am sorry I have not the letters which I wrote to Mr. Smedberg 
I asked him for them, and he said that, although he had them, h 
could not find them. The outcome of this correspondence has been 
a scrubber like this shown in the diagram. About a year before the 
time spoken of, Mr. Chollar got a patent for atomizing liquids fo: 
the purification of gas ; and I borrowed his patent for the scrubber 


























Claus system of purification, which was invented 10 years ago. 

About 15 years ago, when studying up the purification of gas, and 
giving much thought to it, I then expected to accomplish this by 
the sodium combination. Not being able te carry out that plan, I 
fell back on ammonia, and studied out an apparatus for the recovery 
of the latter in connection with the one shown. I was then in cor- 
respondence with Mr. J. R. Smedberg (who was in San Francisco at 
the time), and on July 26, 1873, 
letter : 

‘*The true theory is to cool your gas completely before scrubbing 
or washing. Scrubbing is done with gas liquor and improves the 
candle power. 
are getting 10 to 31 gallons of 21-ounce liquor per ton by circulating 
scrubbing—the gas holding only 7+ grains of free ammonia as it 
goes to the consumers’ meters. Three scrubbers with the Livesey 
filling, Mann distributing disc and revolving feed, cost next to 
nothing and will enable any company to work its liquor up to 30- 
ounce if it desires. The method of making sulphate to which you 
allude is 25 years old. We have used it 3 years, with the addition 
of a very important step in the process, which I willexplain in full 
next October. Gas liquor is nothing but a solution of alkaline sul- 
phides and carbonates and is the very best and most natural mate- 
rial for purifying gas. ‘It beats lime or any agent in the range of 


I received from him the following 








Washing is done with pure water, and ruins it. We 


This scrubber is fifteen years old 


on paper—but it is not in existence. 
I have here an original blue print of the drawing which accom 
panied Mr. Chollar’s application for a patent—Mr. Chollar 
applied for and got a patent; hence, if we use it will 
have to pay him a royalty. That scrubber can be added to any 
gas work, not by using the Claus process, but by adding free am 
monia to this, and you then have exactly the Claus scrubber—only 
as we use it with compressed gas, we do not employ so many scrub- 
bers. We have only the one. The accumulator, where we pump the 
gas, and the pressure gauge will show how much gas we have ; and 
according to the pressure that we carry in there, so will be the 
amount which we pass through these scrubbers—in just the same 
proportion. Therefore, a man would only have to attach his ac- 
cumulator and carbonize so many pounds of coal per day. 

Mr. Chollar—I will also donate the patent which Mr. Gimper 
speaks of. It has a year yet torun. 

On motion of Mr. Chollar a vote of thanks was passed to Mr. 
Gimper. 

Mr. ©. M. Keller, of Columbus, Ind., read his paper on the 


we 


COST OF ELECTRIC (ARC) LIGHTING. 
It is evident that electricity as an illuminant has entered the light- 
ing field to stay, therefore, the cost of its production is of no small 
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import to those who are engaged in the manufacture of gas. In 
senting this paper, it ig our purpose to show from tests the cost 
electric light, in order that all interested may at least be enabled 


t 


tv figure upon it intelligently. 


The time is coming when most all street lighting in the larger as 
well as in the smaller cities will be done by electricity, and it can 
be furnished by the manufacturers of gas at less cost than by any 

w corporation, or by the city itself. 

[t would be impossible to state the cost of electric light in every 
locality, as the price of fuel and Jabor varies as much so as in the 

nanufacture of gas, for the increased quantity made decreases the 

st of manufacture, For instance, excluding material, the same 
mount of labor required to make 10,000 cubic feet of gas per day 
would as readily make 30,000 cubic feet, for like reason the same 
:mount of labor required for a 50-light plant will maintain an 100- 
ght plant. The nearer the machine to its maximum load, the less 
power is required per lamp, that is, a 50-light 2,000 candle power 
\merican machine with one light requires 20.5 horse power, the same 
nachine with 25 lights takes 28.38 horse power, 
per lamp, and with its maximum load, 

r .925 horse power per lamp. 

Many manufacturers of electrical apparatus create a wrong im 
»ression in the minds of purchasers by underestimating the amount 
if power required to run a dynamo, the power at the machine only 
being taken into consideration, and not the power at the engine ; 
thus, a 50-light machine is rated from 35 to 38 horse power, 
it requires 45 or 50 horse power. 


or 1.13 horse power 
50 lights, 46.36 horse power, 


whereas 


I will state here that the Company which I represent has in opera- 
tion two systems, the Thomson-Houston and the American, a fifty- 
light plant of each, with a separate engine for each machine. 

After the establishment of a plant the most important thing to be 
considered is to determine upon the fuel which is the cheapest and 
the best adapted for the work to be accomplished. In order to 
ascertain this, tests were made on Oct. 19th, 20th, and 2Ist., with 
79 lamps on duty each night, as follows : 

No. Lamps 


City circuit, all night (12 hrs.) 49 
9:30 o'clock, commercial circuit (44 hrs. ) i8 
11:00 (6 hrs.) 12 


On the night of the 19th we consumed 6,600 Ibs. of Indiana nut 
and slack coal, which at $1.30 per ton, was worth $4.29 ; on the 20th, 
200 cubic feetof tan bark, at 50 cents per hundred cubic feet, and 3,200 
ibs. Pittsburg lump coal (at $2.50 per ton), amounting to $5.00; on 
the 21st, 4,160 lbs. of Pittsburg coal (at $2.50 per ton), amounting to 
$5.20: from which it will be seen that Indiana nut and slack, at the 
prices named, is the cheapest fuel ; also, that one ton of Pittsburg 
lump is equal to 1} tons of Indiana nut and slack coal. 

We will now proceed to itemize the actualexpense incurred in an 
all night run (12 hours) on a 50 light Thomson-Houston machine, 
running 48 street lights. 


4,500 lbs. Indiana nut and slack coal, at $1.30 per 


atic she aks Avia cateseionn tate nse ORS Saw eC es 2 95 
Engineer, one night, $50.00 per month, . eam 1 67 
Trimmer, one day, $40.00 per month, . . £33 
Superintendent or electrician, one day ,$50.00 per month 1 66 
Waste, etc., $20.00 per year................. ie O5 
Water rent, $40.00 per year.................. Sash 11 
96 pairs carbons, at $18.50 per M............. peters ee 
1 pint cylinder oil, at 50 cents per gal................. 07 
1 quart engine and dynamo oil, at 60 cents pergal.... 13 
1 day repairs on macnane and lamps, including globes, 

at $120.40 per year. Sie 33 
1 day taxes on 50-light plant assessed at $5,000, at 21 

Per CONG. ... 2... cece cece reece oe BF | 


1 day interest on 50-light plant, ($10,000) at 6 per cent. 1 67 


eee $12.04 


Making a total of........... 
or 25.08 cents per lamp for an all nights run of 12 hours; 
nearly all street lighting is done by moon calendar, it is necessary 
tomake an estimate of a six-hour run, the average time per 
night, viz.: 

2,600 Ibs. Indiana nut and slack coal, at $1.30 per ton, $1 69 


but since 


Engineer, one night, at $50.00 per month............. 1 67 

ee or electrician, one night, $50.00 per 
or oe Se Be ry 1 67 

Trimmer, one day, at $40.00 per month 1 33 


48 pairs carbons, at $18.50 per M 89 
Waste, etc., one day, at $20.00 per year 05 
Water-rent, one day, at $40.00 year cnet 11 
% pint cylinder oil at 60 cents per gallon : 04 
pint engine and dynamo oil, at 50 cents per gallon.. 06 
1 day repairs on machine and lamps, including globes, 
PB BU OE FON 6605.90 as tS Serbia ane ese eb aee 33 
1 day taxes on 50-light p ‘lant assessed at $5,000, at 22 
CONN e's 0's daw Sn evines BONER ee Bo ba BeNOR ES Beek 31 
1 day interest on 50-light pl ant ($10, 000) at 6 per cent.. 1 67 
PUAR Se 8 TOOT OD. 6 check sig oa bbs Sree eearene $9 82 


or 20.45 cents per lamp. 30ths of the above tables refer only to 
street lighting, and any corporation engaging in street lighting alone 
will find this to be the actual expense incurred for either all night or 
moon calendar lighting 

We will now turn our attention to commercial lighting, and for 
this purpose we use a 50-light American machine. Expense incurred 
for 48 commercial lights on a 6-hour run: 
2,300 Ibs. Indiana nut and slack coal, at $1.30 per ton. $1 50 
Engineer and trimmer, one night, at $50.00 permonth. 1 67 


Superintendent or electrician, one day, at $50.00 per 


SEER chasse oh msiowees esos anes 1 67 
Waste, etc., one day, at $20.00 per year............... 05 


Water rent, at $40.00 st bade an tee 11 


48 pairs carbons, at $18.50 per M mis ademas 89 
¥% pint cylinder oil, at 60 cents per gallon. .. ....... 04 
1 pint engine and dynamo oil at 50 cents per gal wore 06 
Wheeling coal and removing ashes, at $2 per week... 29 


1 day repairs on machine and lamps, including globes, 
$63.40 per year er TOR 18 
1 day taxes on 50-light p lant, assessed at $5,000 at 2} 
pic Ait lirsclh hig wi ieee ets 31 
50-light pls ant ($8,000), at 6 percent. 1 33 


per cent. 
1 day interest on 





Making 
or 16.87 cents per lamp 


total of eee se i ee $8 10 
about 35 commercial 
° ° ° ° a 
difference in maintaining them and the full 
is in the amount of fuel and the number of ecar- 


We have had in our city, on an average, 


lights, and the only 
number (50 lights 
bons consumed 
These estimates have 
light plants ; 
maintaining 83 


been made separately, on independent 50- 
but combining the two as a 100-light plant, the cost of 
lamps, on a six hour run, is : 


4,500 lbs. Indiana nut and slack coal, at $1.50 per ton $2 93 





Engineer, one night, at $50 per month................ 1 67 
Superintendent, or electrician, one night, at $50 per 
month : Eacrcipes tn leiaeo mines oetaretn 1 67 
Trimmer, one day, at $40 per month................. 1 33 
Waste, etc., one day, at $20.00 per year.............. 05 
Water rent, Be wEeee. Nc rieenhiwmeres 11 
Wheeling coal and removing ashes, at $2.00 per week, 29 
83 pairs carbons, at $18.30 per M.............. ....... 1 54 
1 pint cylinder oil, at 60 cents per gal................. 07 
1 quart engine and dynamo oil, at 50 cents per gal. .. 13 
1 day taxes on 100 light plant, assessed at $8,000, at 22 
IE CODING ono 5s ks anil sions Signin = seis esis ix ters 6 ae bw aces 8 50 
1 day interest on 100 light plant, ($15 ;,000) at 6 per cent. 2 50 
1 day repairs on michine and lamps, including globes, 
EINE | WOW oars: 5.5) 0:9" Sars eekex ores os aide ce ee La 46 
Making a total of... Turse Rid aaeaeeelas ete $13 25 


or 15.96 cents per lamp 
e 

The above running 48 street lights and 35 com- 
mercial lights for the first six hours of the night, when it is neces- 
sary for us to fire two boilers, which require 1,200 lbs. of coal to 
raise steam, or 600 lbs. for each boiler. Now, if the commercial 
lights were lit in the fore part of the night, as usual, and the street 
lights not until 10 or 11 o'clock, then the firing of one boil:r would 
suffice, thus saving 600 Ibs. of coal in the night’s run. 

In all of the tests it has been shown that the amount of Indiana 
nut and slack coal required per horse power is 64 lbs.—that is, after 
steam is raised ; or with Pittsburg lump coal, one-third less, or 4.34 
Ibs. per horse power. 

It must be borne in mind that, in the preceding tests, nothing has 
been allowed for depreciation on plant, burning of armatures, repairs 
yr accidents of any kind. You will also observe that 


is the cost of 


on boilers, 
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commercial lighting is more profitable than street lighting, because 
it requires less labor—the engineer of a 50-light plant performing 
the duties of a trimmer ; also, that the circuit being shorter there is 
consequently less resistance and need of attention. 

In reference to the two systems (the Thomson-Houston and the 
American) no difference in the quantity, quality or steadiness of the 
light can be detected, as each carries a current of 9.6 amperes ; but 
in regard tothe cost of maintaining, there isa vast amount of differ- 
ence, which difference is in favor of the American. We have oper- 
ated the Thomson-Houston system during 15 months, or to April 1, 
1888, and the repairs on same (for 48 lamps and machinery) during 
this time aggregated $150.50; or, for the expense so incurred in 12 
months ($120.40), an average of $241 per lamp. During this time 3 
lamps were broken through accident, the repairs to which footed up 
$21.46, or causing an additional expense of 44} cents per lamp. 

We have operated the American system for one year up to April 
ist, 1888, and the repairs on same (with an average of 35 lamps) cost 
us in the aggregate $47.55 ; or, $1.36 per lamp. This shows a differ- 
ence of $1.15 per lamp between the two systems and in favor of the 
American. 

We have tested both systems in an impartial manner by exchang- 
ing circuits, that is, by throwing the Thomson-Houston machine 
on the American circuit, and the American machine on the Thom- 
son-Houston, the trials being made with 50 and 25 lamps. In 
every instance we find the American system requires less power, is 
less expensive in the way of repairs, etc., requires less attention, 
and these, we think, are the most important points to be considered. 

A gas company can operate a gas and electric p!ant combined, 
advantageously ; as in most cases this plan requires no purchase of 
real estate, no additional office rent or clerical force ; the salary of 
the superintendent for the two combined is less than if operated 
separately ; all steam-fitting and pipe-work can be done at cost ; the 
coke breeze and waste fuel from the gas works can be utilized in 
the electric plant, and the consumer can be furnished with either 
gas or electricity, thus avoiding the necessity of fighting opposing 
companies with low-priced gas. 


Discussion. 


systems gives the most light—the American or the Thomson- 
Houston ? 

The President—I believe he said there was no difference. 

Mr. Spencer—Is not any discussion of the relative merits of two 
systems of gas lighting, electrical lighting or anything else, out of 
order, according to the rules which govern this Association ? 

The President—I am not aware of any rule of that kind in the 
by-laws, It is for the Association to determine. If they prefer not 
to discuss the merits of the machines, or compare one with another, 
we can pass a rule to that effect. 

Mr. Spencer—I do not know whether we have such a rule, but I 
think in former meetings, a very general opinion prevailed as to 
the impropriety of allowing the relative merits of machinery of any 
kind to be discussed or commented upon in our conventions. 

The President—I do not know of any. The gentlemen who present 
papers will have to determine that matter for themselves. 

Mr. Jenkins—Many of us interested in this subject would like to 
know which is the best apparatus, and we cannot learn in any bet- 
ter way than by asking the question here. I do not think it out of 
the way todoso. I would like to ask Mr. Keller with regard to the 
difference in the repair expense item of the two machines. I under 
stand the Thomson-Houston light lasts about three times es iong as 
the other. 

Mr. Keller—It averages about 6 hours. We run ordinarily until 
11 o'clock at night ; on Saturday unfil 12 o'clock. 

Mr. George McMillan—Can Mr. Keller tell us how many carbons 
a ton of coal will convert into light? Of course, the expense for 
labor and repairs will be governed by particular cases ; but we can 
all get at the cost of the carbons by figuring what the price of coal 
will be. 

Mr. Keller—I never made such a test, for the reason that it is a 


hard matter to keep account of. If we are running commercial 


lamps, with a 50-light machine, the carbons will last about 7 hours. 

Mr. Dunbar—We operate an American plant at New Albany, 
Ind., and it takes 5 lbs. of fuel per hour for each 2,000 candle 
power lamp, and ineach lamp the upper carbon will burn about an 
inch, while the lower carbon is burning one-half inch. 
data, perhaps, the gentlemen can arrive at a conclusion. 





|we expect to meet it in competition. 


something over $2,000. 


Mr. Egner—I would like to ask Mr. Keller which of those two| 


| ficit was made up out of the profits on the sale of gas. 
| dependent electric company, it is said, fell behind somewhere be- 


The President 
is destroyed ? 

Mr. Dunbar—In the upper, 10 inches ; in the lower, about 5 inches. 

Mr. Howard—I think the point raised by Mr. Spencer, with regard 
to discussing the relative merits of electric light machines, is a gow) 
one. We might, if we carry it further, discuss the merits of diffe 
ent meters or gas stoves, with the result of bringing about a di 
pute among the representatives of the different manufacturers 
users of these articles represented in the convention. Certainly t! 
same rule should apply to any other machine or apparatus brought 
before us for discussion. I think it is out of order to make compari 


How many inches can you burn before the carbon 


sons of this nature. 
Mr. Scofield 
the systems. If 


I do not care greatly about the relative merits 0} 

it costs but 16 cents to furnish an are light fo 
which 50 cents per night is received in payment, then it seems to mx 
that gas men have either to retire, or get into the fuel business, o 
something else. If I understand Mr. Keller, he said the averag: 
was about 16 cents for commercial lamps, running six hours. What 
do you get for the light ? 

Mr. Keller—six dollars per month. 

Mr. Scofield—But you do not figure the wear and tear at all. This 
is what we must get at in order to arrive at a proper conclusion 
What I want to learn is whether gas men can afford to invest any 
little surplus they may have in an electric light plant in order to 
maintain their gas works, and I am considerably interested in the 
matter. If the profit is but 3 or 4 cents per night, without any al 
lowance for wear and tear, Mr. Keller's people are not making 
very much money on the business. 
centage return. 


Gas gives a much better per 
We are harrassed at Fort Scott, Kansas, on every 
side and every day with arguments from electric light companies. 
We do not ignore the electric light and do not expect to, because 
What I want to know is 
whether I must put in an electric light plant in order to maintain 
my gas interest, and whether I must run that electric light plant 
at the expense of my gas interest Wichita, Kansas, 
two electric light plants, one of which (the smaller of the two) is 
operated by the Gas Company. Last year the latter ran behind 
The price of lights was put down at a 
I think not over %6 per month ; perhaps as low as $4 

Although this plant fell behind over $2,000 the de- 


possesses 


low figure 
at one time. 
The in 


tween $5,000 and $6,000 

The President—How did they make it up? 

Mr. Scofield It is the combined elec 
tric light and gas business that gas men are most anxious to know 
about. I want to know if I have to put in an electric light plant in 
order to save myself from bankruptcy—we do not often hear of gas 
companies going into bankruptcy ; but we do occasionally hear that 
electric light companies go into the hands of receivers. An electric 
arc light company came into a city with a great spread ; and they 
did spread out 25 lights over the city for 12 months, on a contract— 
I refer to a small town on the western borders. We were lighting 
58 street lights prior to the advent of the electric light company, and 
the loss of the corporation business nearly ruined us. However, at 
the end of the first year the electric light plant stood idle, while we 
have to-day about 260 gas lamps which are making a fair return on 
our investment in them. In order to do this we put in about 10 miles of 
piping last season, at a cost of $25,000, rather than put it into an elec- 
tric light plant. We have that investment there, and we have also 
used up all the money we had tospare. Now the question is whether 
we can afford to run in debt to put in the American, the Thomson- 
Houston, or any other system of electric lighting in order to main- 
tain our interests. I want to learn all the facts. If we have tosur 
render, and go into the electric lighting business, I desire to know it. 
I do not care anything about the system—let us learn that for our- 
selves; and I do not believe in discussing the merits of different 
systems here, because that is not what we came here for. We are 
not here to advertise any particular system. We have been trying 
to meet the schemers who are trying to beat us. Weare, in heading 
off the electric light, simply trying to maintain our own and avoid 
being snowed under. We put in the McKay-Critchlow process to 
manufacture illuminating gas out of the natural product which is 
found in our neighborhood. We put in 24 miles of pipe line to con- 


I have not ascertained yet. 


| vey the gas to our works—we were stopped by the City Council for 
From this | 


| that, the electric light company got an illuminating and fuel gas 


24 hours, but finally succeeded in obtaining the gas. To head off 
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franchise, and now they propose to light and heat the city. Weare 
contending with all these interests. We made a success of illumi- 
nating gas made from the natural product, enriched with Lima crude 
oil. Itis rather nasty stuff, but it gives a 22-candle gas. 

The President—Which is the better, the Critchlow or the Lowe 
process if 

Mr. Scofield—I do not know anything about that. 

Mr. Ambrose—I am differently situated at Springfield, Mo., from 
my friend at Fort Scott. I think the gas men simply want to keep 
on top. I look at it a good deal as a matter of wrestling. It does 
not make any difference whether you throw the man or not, so long 
as you keep on top. For some time I was running a gas plant in 
peace, When along came the electricians, and we fought them bit- 
terly ; but, finally, we thought we would get on top. For the last 
12 months I have been keeping the books and handling the finances 
of the two companies—one is a Thomson-Houston Electric Light 
Company, and the other is the Gas Company, run on the good old 
system of making coal gas. I handle the money of one company 
carefully with my left hand, and that of the other with my right 
hand. Keeping as I do the books of both companies, I am prepared 
tosay how the two companies are paying, and what they are doing. 
Since I took charge of them, the Gas Company has managed to get 
on top, and there it is going to stay. Since I took charge of the two 
companies my books show that the gas business, instead of being 
put down, has increased 20 per cent., and not from any unnatural 
cause. We have not made one foot of main extension, and have 
not increased our plant at all; we are simply on the same line that 
we were before. The electric light business has not increased quite 
so much, but it is doing very well. I am prepared to say 
that on a capital stock of $162,000, for both companies, we will 
ay over ten per cent., besides taxes, wear and tear, and 
verything else. I think that answers the question of Mr. Scofield. 
both of them, providing you can use them profitably. I am 
ng to use them profitably, and I will show the stockholders I can 
110 per cent. out of both; perhaps something more. If we can 
the electric light successfully in co-operation with gas, and 
other people out, it is best to do it ; if we cannot, then give it 
™ Isay we can doit. Iam interested in another little place in 
which we put in an electric light plant. They fought us for a 
while, but the result was that in the last three months the Gas Com- 
pany managed to secure a top hold, and is running that electric 
light plant. In the last instance we have two systems of electric 
lighting, and we have also our gas plant. Inthat case the Gas Com- 
pany gobbled up the electric light, although the electric light people 
originally proposed to gobble us. The fact is they were strangers, 
and we just took them in—that is, they were strangers to the man- 
ner of manipulating the business so as to make it pay properly. 
We expect to make it profitable—{ say we expect to; but I know 
we will, for I generally make a profit out of anything that I take 
hold of, or else I shake it off. I started the Fort Scott works 
before Mr. Scofield secured them. 

The President—And you shook them off ¢ 

Mr. Ambrose— Yes. 

Mr. Scofield—I thought so. 

Mr. Ambrose—There is a good deal of cream there yet, for I left 
the cow behind. We only took a good portion of the milk, and 
cream, and butter. We are fully determined that an electric light 
company shall not take our profits when we can just as well do the 
business ourselves. I think a gas company can run anelectric light 
plant much more economically than it can be done by any set of 
independent operators. The only question is whether we can run 
it profitably or not. Those who do not think so should visit Spring- 
field, Mo. Come there and I will show you my books, I keep noth- 
ing secret—save the money when the tax man comesaround. I am 
Secretary and Manager of the Gas Company, and I am Secretary 
and General Manager of the Electric Light Company. We have 
two separate companies, with separate buildings; but we utilize 
our profits, and I ride the same pony in going the rounds. 

Mr. Scofield—What [ would like to know is whether as gas men 
we can afford to butt against the electric light, rather than invest 
our capital in an electric light plant. Our people are about establish- 
ing an incandescent plant. Can we, as Mr. Ambrose says, afford to 
gobble it up; or shall we fight? I had made up my mind to put 
gas down to $1.50 per thousand, and to permit the electric light 
folksto come in. If they, under the circustances, can make a bigger 
dividend than I do, let them try it. 

Mr. Clark—Did I understand Mr. Ambrose to say he made ten per 


cent. on the investment in the gas and electric light plants ? 

Mr. Ambrose— Yes. , 

Mr. Clark—Has he estimated what the profits would be if he had 
no electric light plant ? 

Mr. Ambrose—Our people did not seem to greatly want any light 
until they found out there was another light than that from gas. 
In fact we had a hard time to make a living before the electric light 
folks came in. 

Mr. Scofield—We now have 260 lamps inside and outside of the 
city limits, and our gas output has more than doubled since the 
electricians first visited us. 

The President—I trust Mr. Spencer will excuse me for allowing the 
discussion to go on after he raised his point of order ; but the gentle- 
men who spoke subsequently did not touch upon the point he 
raised. 

Mr. Spencer—The discussion has had no relation to the point of 
order raised 

The President—The facts and figures presented by the gentleman 
in his paper were eminently proper, in the absence of any rule to 
the contrary. If you want to establish a rule limiting discussions, a 
motion to that effect will be in order. 

Mr. Bolcom—tThis is a very interesting subject to me, and I would 
like to hear from Mr. McMillan, of LaCrosse, Wis., who has gone 
into the electric light business—I have not done so yet; and I am 
seeking information. He may give usa practical illustration of how 
our Gas Companies may take hold of this branch of lighting supply. 

Mr. George McMillan—The history of the electric lighting busi- 
ness at our place is something like this. 

In 1882 an are plant was started in our city, and after two years, 
unlike the experience at Springfield, the Electric Light Company 
got on top, and bought out the Gas Company, although the latter is 
nominally still running as a separate organization. In fact they 
are each being run to-day as two separate organizations, each hav- 
ing its own Board of Directors and staff of officers. I act as Sec- 
retary and General Manager of those companies. We run them in 
that way, and have secured the street lighting for a term of five 
years, from the beginning of 1885. The business was run very sat- 
isfactorily in the interest of both companies. I was perfectly indif- 
ferent as to which kind of light was preferred, electricity or gas. 
The consumers made their choice. About a year ago the Edison 
folks organized a new company, in which they enlisted 45 or 50 of 
our prominent citizens. These gentlemen having great influence in 
our city, their company made decided inroads on our business, 
having taken away a number of our consumers. We expect to get 
a good many of them back—and some we have back now, and we 
expect to get others toreturn. I think our mistake was that we 
did not start an incandescent light company of our own. Had we 
done so I do not think they would have come in at all. We waited 
too long. So far as the arc light lamp is concerncd, it pays very 
well, and we have noreason to complainat all. If we used it simply 
as a street lighting circuit, the number of lights we have would not 
be sufficient to make it pay ; but, taking account of the commercial 
lights in connection with the public lights, the business, as a whole, 
is profitable. 

Mr. Scofield—Is the incandescent light giving perfect satisfaction 
to the consumers ? 

Mr. MecMillan—In some cases, yes; but not everywhere. Some 
people prefer the incandescent light, irrespective of its cost, and it 
is well for us to recognize the fact that certain people (a class to be 
found in almost every community) are willing to pay more for the in- 
candescent light than for the same amount of light from gas. The 
incandescent light has some direct advantages, but I do not think 
it is of such universal application as gas. I have noticed in almost 
every store where it has been used that two or three times as many 
lights were burning as when gas was used. 

Mr. Scofield—Will Mr. Chollar state his experience in Topeka, 
Kan., with the incandescent light ? 

Mr. Chollar—Topeka is said to have one of the finest Edison 
plants in the western country. I understood that at one 
time they had about 5,000 lights. They got at first a great many 
of our customers, but many of these came back to us again ; prob- 
ably we will never get them all to return. Our business, however, 
has not suffered very seriously. Wesent out probably 20 per cent. 
more gas last year than we did the year before. Probably the 
lighting business is much larger than either Company could do 


alone ; and I doubt if our business is very much smaller, if any, 


than it would have been without the electric light company. My 
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idea is that people take the incandescent light because they like it. 
and not because its price is lower, and those who do take it 
just about as much gas as they did before. 


use 


Mr. Scofield—Are you getting any of the incandescent consumers 
back again ? 

Mr. Chollar—Plenty of them ; 
dissatisfied. 

Mr. Jenkins—You may remember that at our St. Louis meeting last 
year I stated this matter of electric lighting was the principal object 
of my visit to the convention. Onmy return from the meeting I in- 
vestigated two or three different plants, and when I went back to 
my home at Columbus, Ga., I was prepared to make some sort of 
report on the matter toour Board of Directors. It looked for a while 
as if the local electric light companies in Columbus were preparing 
to take our entire business away from us, and, naturally, 
somewhat worked up over it. Our board had about decided to put 
in a first-class electric light plant. About that time one of our 
largest stockholders (he is a member of this Association) presented 
the subject in this way ; said he, ‘‘ We have a company in our town 
now supplying electric light and the Gas Company proposes to sup- 


5or6a day; they are becoming 


we were 


ply that light also. How are we going to do it? Will not your 
proposed plan induce a great competition‘ If so, where, then, will 


your poor little Gas Company be? Two electric light companies 
will, in competing for the business, be simply cutting down prices, 
and the Gas Company will undoubtedly be the greater sufferer in 
the conflict.”. The question was so pertinently and strongly put 
that we have not put in the electric light plant, and I do not think 
we will just yet, although the local electric light company has taken 
apart of ourstreet lighting from us. By way of answering the ques- 
tion, as to what the effect upon us has been, I may say that taking the 
first 4 months of 1888 as compared with the first 4 months of 1887, 
are sending out 16 per cent. more gas than last year soth incan- 
descent and arc lights are supplied ; but I think our town is too small 
to support two electric light companies and one Gas Company. 

Mr. King—You will perhaps remember that at the end our long 
discussion at St. Louis on this subject, Mr. Jenkins said: ‘‘I have 
been converted,” I fear, however, that he has ‘‘ back slid.” 
Scofield will remember that, when he visited me two years ago we 
had gone into the electric light business experimentally ; and with- 
out any very great confidence in it ourselves. We packed the elec- 
tric light plant away in the back part of our coal shed 
intended only as an experiment. 
a large building for it with the intention of making everything per 
manent. We have lately ordered an increasein our plant. I think 


we 


our action after two or three years’ experience should be an indica- | 


tion of how we feel with regard to the electric light. 
Mr. Scofield—Have you anything but the arc light ? 


Mr. King—We shall probably put in the incandescent this sum- | 


mer. 


Mr. | 


for it we as} 
We are now engaged in erec ting | 8s through the adoption of the incandescent gas burner. 


believe it is proper to make our estimates so very low on the electri: 
light ; because in that event we aresimply fighting ourselves. I am 
convinced it will be better for gas companies to consolidate —eithe: 
to establish a separate electric plant or buy out those already in th 
field. 

On motion of Mr. 
Keller. 


PROPOSING TO CHANGE 


Ramsdell, a vote of thanks was rendered to Mr 


THE TITLE OF THE ASSOCIATION. 

A motion made by Mr. Egner, to change the title of the Associa 
tion to that of The Western Gas and Electric Light Association, was 
lost. 


NAMING PLACE OF MERTING. 


Mr. Jenkins—The committee on selecting a place for holding the 
next meeting of the Association have decided to recommend Indian 
apolis, Ind., which city comes in the regular routine established and 
followed for several years. In this connection I wish to say that 
Mr. Jas. Sommerville extended to the Association a 
tion to come to Indianapolis this year. 

On motion, 
adopted. 


cordial invita- 


the report was accepted, and the recommendation 
This terminated the sessions of the first day. 


SECOND DAY.—MAY 10.—MORNING SESSION. 


The Convention came to order at 10 a.m. The proceedings were 
initiated by the reception of the following reports : 
REPORT OF COMMITTEE ON PRESIDENT’S ADDRESS 
Gentlemen: Your Committee, to whom was referred the address 
of the President, beg leave to submit the following report : 

It would be impossible for your Committee, in the brief time at 
their disposal, to do full justice to this admirable address, and w 
can only refer to its principal features. 

First—We desire to emphasize the deplorable lack of inter 
shown by gas company officials in not more fully and cheerf: 
responding to the list of inquiries sent out. Inasmuch as tl 

| statistics are for the general good and welfare of the entire ligh: 
fraternity, we would like to impress upon the members of the 
sociation the importance of co-operation in all such cases, and 
| spectfully recommend more careful attention to such matters in the 
| future. 
Second 


We desire to call especial attention to that part of the ad- 
dress which foreshadows an enormous increase in annual sales of 


Ve urge upon every gas engineer the great importance of ex- 
| periment, and the promotion of efforts to speedily reduce the theory 
of fuel gas to actu: il and successful practice. 

Upon the subject of gas commissions, we heartily endorse the 
| position taken in the address, and believe the position already taken 
| by this Association to be correct and eminently practicable, and, 
| with all due deference, more accurately mee ting the wants of the 
gas fraternity than can be reached in any other way. 
| We also endorse and recommend the adoption of a uniform sys- 


Mr. Steinwedell—We have been in the electric lighting business at | tem of figuring the accounts of gas companies, more especially that 


Quincy, Ills., since October Ist, when we bought out an entire plant | 
of 310 lights. We considered it then to our interest todo so, and we | 
to-day consider that it was the best thing weeverdid. I differ w ith | 
the gentleman as to the cost—I cannot give any exact statement of | 
the cost of maintaining the lamps, but they cost us more than the | 
figure named by Mr. Keller. I have the gross amount, and a gen- 
eral idea of the items which go to make it up, but have not had time 
to figure it out. I will promise, however, to figure the thing out ac- 
curately at the end of the twelve months, so that before our next | 
meeting I will be able to speak by the book. Wedo not operate the 
plant right on our own ground—we had to buy the plant out ; taking 
it as we found it, it may be a little expensive to operate 
because of being separated from our gas works. We have large 
circuits, having to run about 35 blocks one way, and from 24 to 30 
blocks the other. We havea circuit of 10, 15, or 20 miles, and our 
wires alone extend over 60 miles. All this has to be taken into con- 
sideration. Perhaps the gentleman does not figure in the wear 
and tear and interest on capital. 

Mr. Keller-—-I figured 6 per cent. on capital. 

Mr. Steinwedell—I do not think the electric light can be furnished 
as cheaply as has been stated ; and it is my opinion that we should 
all be careful to make no mistakes in our statements as to cost. 

Mr. King—Of course, the larger the city the less it will cost. 


more 


| 
| 


division of such accounts which enters into the ‘* ¢ 
| holder.” 

As a basis of comparison, this is indispensable. We heartily en- 
| dorse the remarks concerning the non-payment of dues, and submit 
the following amendment to Article IV. of the by-laws 

SEcTION 2.—‘t No member who is in arrears for dues for the pre- 
vious year shall be allowed to participate in the deliberations of the 
mee ting. 

SEC. ‘The Secretary shall drop from the roll the name of any 
;membe or whe shall be in arrears for three years’ dues 

SEc. The Board of Directors shall have power to reinstate 
any member who has been suspended for non-payment of dues, 
when such member shall have paid the full amount due at the time 
his name was stricken from the roll.” 

Amendment to Article I. of By-Laws.—Instead of ‘‘ The annual 
meeting of the Association shall be held on the second Wednesday 
of May in each year,” etc., toread as follows : 

‘The annual meeting of the Association shall be held on the third 
Wednesday in May of each year.” 


Jost of gas in the 


2 — 


Discussion. 


Mr. King—I move the report be accepted, and that the suggested 
amendments to the by-laws be adopted. 
The President—I want to call the attention of the 
one of the by-laws : 
Any proposition to alter or repeal any existing by-law shall be 
presented, in writing, on the first day of an annual meeting, 
seconded by not less than three members, shall lie over until the 


Association to 


Mr. Steinwedell—If we had to do this thing over again we might | N¢xt day and be again read, and, if approved by two-thirds of all the 


take a different plan to head off competition. There will be war 


between gas companies and electric light companies, and if y 
not buy them out they will bother you considerably. 


I do not 


members present, shall become a part of these by-laws ; but no such 


|alteration or ame sndment shall effect any question pending at the 
ou do | time of its adoption.” 


I thought yesterday that possibly the by-law suggested by me, 
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being the one recommended by the Committee in their report, might 
be adopted this morning ; but that refers to the repeal or amend- 
ment of any by-law already in existence. One clause, though, 
seems to rule us out on this. The obstructive clause is: 

+‘ Any additional section to these by-laws not in conflict with any 
existing by-law may be adopted at any annual meeting, upon being 
presented in writing, duly seconded, read twice and approved by at 
least two-thirds of all the members present.” 

{f you consider this as being read twice—once yesterday and again 
this morning—I will rule that it is proper to vote on the question. 

A rising vote on the acceptance of the report and the adoption of 
its recommendations showed a unanimous agreement in both 
respects. 

Mr. Pratt—I wish to ask a question for my own information. I 
have been an active member of this Association ever since the date 
of my admission, but I am now changing my business. Will that 
change of business Cause me to become an associate member / 

The President—No, sir. 

(To be continued.) 





The Combustion of Fuel in Steam Boiler and other 
Furnaces. 


——_— 


The London Journal recently printed the following interesting 
comments on the above named subject. The commenter wrote: 

M. Scheurer-Kestner is one of the most skillful of modern calori- 
metrists ; and it is not surprising to be told that he has devoted him 
self for the past twenty years to studying the combustion of. coal 
It is not too much to expect of the new series of experiments upon 
this subject announced by him, in which he is to make extensive 
trial of M. Berthelot’s so-called ‘‘ calorimetric bomb,” that they will 
clear up much that is mysterious and unsatisfactory in the results of 
other calorimetric methods. In the meantime, some interesting 
statements upon the general subject of coal combustion have been 
put forth by M. Scheurer-Kestner, in the form of a lecture before 
the French Chemical Society. A special point was made in this 
lecture of the importance of a proper examination of chimney 
gases as a means of determining what goes on inthe furnace. It 
was shown that these analyses are often conducted in a manner that 
seriously misleads the investigators, and that, to be reliable, great 
care is required to shut off all possible sources of error. Leaks 
of air, insufficient mixture of the gases, etc., all prejudice these ex 
aminations. By making sure of his data collected in this way, M. 
Scheurer-Kestner has ascertained the most favorable proportion of 
air for the perfect combustion of fuel. He began with too little. and 
tried various proportions of air up to a quantity exceeding anything 
that would be employed in Beectioe. He found, for example, in this 
way thatif only 8 or 9 cubic metres of air were supplied for the 
combustion of a kilogramme of Ronchamp coal, there would be 
found carbonic oxide, hydrogen, and marsh gas in the products of 
combustion, representing a loss of from 6 to 18 per cent. of the car 
bon of the coal. If from 10 to 12 cubic metres of air are supplied, 
the loss of carbon is only from 4 to6 per cent.; with 15 cubic metres 
of air, the loss is reduced to 1 or 14 per cent. M. Scheurer-Kestner 
insists upon the importance of making determinations of this char- 
acter, in order to ascertain in every case the exact limit when the 
loss is most attenuated and the advantage the most considerable. 
Generally it seems that a theoretical surplus of 5 per cent. of air is 
the best in practice. 

In the course of these experiments, steps were taken to ascertain 
the amount of carbon lost in the smoke of a factory chimney. A 
glass tube containing from 25 to 30 centimetres of asbestos was 
placed in communication with an aspirator, and with the interior 
of the chimney, and the volume of aspirated gas was measured. 
The asbestos was packed lightly, so as to permit the gas to pass 
freely through while retaining the soot. The latter only penetrated 
through 5 or 6 centimetres of the asbestos ; leaving the rest perfectly 
clean. A means was thus provided of ascertaining the proportion 
between the quantity of soot produced and that of the coal con 
sumed in the furnace. Itis remarked by M. Scheurer-Kestner, as 
a curious and noteworthy fact, that although the smoke was often 
very dense and black, especially when for experimental reasons the 
air supply to the furnace was restricted to something less than the 
normal quantity, the soot of it did not represent a loss of more than 
1.5 per cent. of the carbon of the coal. With avery slight increase 
of the in-draft of air,the loss from the smoke fell to 0.5 per cent. 
Consequently M. Scheurer-Kestner does not attach much importance 
to the production of smoke, and treats appliances for smoke preven 
tionsomewhatsummarily. He only recognizes two efficient systems 
of this order—the one based upon mechanical feeding of the fur- 
nace, and the other upon the intimate admixture of very hot air 
with the products of combustion. In both cases the supplementary 
expenses of the apparatus exceed the economy realizable by the 
suppression of smoke. M. Delahaye, in repeating this assertion in 
the Revue Iudustrielle, points out that it 1s purely theoretic, and 
adds that there are many cases where the suppression of smoke is 
necessary, and consequently where smoke-preventing appliances 
must be patroaized, whether these are theoretically economical or 
not. At the same time, the commentator declares that the atten- 
tion of people disposed to complain of smoking factory chimneys 
cannot b2 too strongly called to M. Scheurer-Kestner’s revelation of 
the economic undesirability of smoke-preventing apparatus. This 
reasoning is a little obscure ; for the consideration that smoke-pre- 


venting arrangements do not pay the user is not likely to render any- 
one who suffers from the proximity of a smoky chimney less anx- 
ious for the abatement of the nuisance. It is, of course, advanta- 
geous that the question should be put upon its proper basis ; and we 
have consistently opposed the claims and exposed the ignorance of 
our own smoke abatement enthusiasts who have told the world that 
smoky chimneys are necessarily attended by waste of fuel. These 
advocates of smoke prevention tried to make out that self-interest 
impels fuel-users to burn fuel smokelessly ; but the more experi- 
enced fuel-users themselves know very well that smoke-prevention 
devices, however successful, are always costly both first and last. 
Our contention has been that, instead of doctoring smoky furnaces, 
the true interest of fuel-users points thein to the employment of 
coke or gaseous fuel ; while the public interest is best served by the 
rigid enforcement of smoke-prevention regulations resting not on 
the supposed self-interest of the fuel-user, but called for by the 
higher and more general necessity of aerial sanitation. The public 
interest warrants the community in enforcing smoke-prevention 
upon the factory-owner, regardless of the consideration that the re- 
form may not be profitable to himself. 

M. Scheurer-Kestner went on to deal with the economy of boiler 
firing. With an exterior-fired boiler of three cylinders, fitted with 
a re-heating arrangement, using Ronchamp coal, the following was 
found to be the percentage distribution of the heat power of the 
fuel in calories: Inthe steam, 63.5; carried off by the chimney, 
5.1 ; represented by combustible gases with waste gases, 4.9 ; corre- 
sponding to the smoke, 3.7— total accounted for, 77.2 per cent., leav- 
ing 22.8 per cent. unaccounted for. In later experiments, 78.9 per 
cent. has been obtained in the steam and combustion gases from 
Ruche coal ; and as much as83 per cent. with an English coal of ex- 
ceptional quality. The unaccounted for percentage is chiefly due 
to radiation. 

A commentary upon these observations of M. Scheurer-Kestner is 
supplied by the published tests of a water-tube boiler fixed at the 
Sibley College of the Cornell University, in the United States. These 
experiments are reported upon by Mr. R. H. Thurston, who gives 
them in great detail. Every conceivable precaution seems to have 
been taken to secure reliable indications of the performance of the 
boiler. For analyzing the waste gases, an apparatus designed by 
Professor Elliott was used, consisting of a stand of tubes for testing 
for carbonic acid by potassic hydrate solution, and for oxygen by 
potassic pyrogallate. The amount of carbonic oxide not being ob- 
tained satisfactorily by cuprous chloride, although it was *‘ evi- 
dently present,” was calculated from the carbonie acid. The quality 
of the gases in the chimney did not vary much during the tests, and 
is given as having been about 12 per cent. by volume of carbonic 
acid, 6 per cent. of free oxygen, about3 per cent. of carbonic oxide, 
and 79 per cent. of nitrogen. The two former were observed, and 
the two latter computed. The air supplied was after the rate of 
about 16 pounds pet pound of carbon consumed. Reduced to 
proportions by weight, Mr. Thurston states the average percentage 
composition of the flue gases to have been: Oxygen, 7.108 ; carbonic 


acid, 17.059 ; carbonic oxide, 2.584, and nitrogen, 73.34. Upon this 
statement we may be permitted to remark that it is usually under- 


stood that the existence of free superfluous oxygen in flue gases is 
incompatible with the presence of carbonic oxide. Seeing that 1 
lb. of carbon only requires theoretically 12.03 Ibs. of air to convert 
it into carbonic acid, and this furnace had an excess of 50 per cent. 
of air, the reason for calculating on the presence of carbonic oxide 
in the smoke isnot very apparent. The net result of the test 
was toshow an evaporating duty for the boiler in question of 10.486 
lbs. of water from and at 212° Fahr. per pound of fuel (anthracite). 
The apparent confusion between the calculations of carbonic oxide 
and the observed proportion of free oxygen in the furnace gases 
recalls M. Scheurer-Kestner’s caution upon the subject of the an- 
alysis of flue gases 

In connection with the general question of the combustion of 
solid fuel in boiler furnaces may be mentioned the growing popu- 
larity among marine engineers of forced draught, whereby the 
evaporative power of boilers is materially increased, and the con- 
sumption of fuel diminished. The advantages of forced draught, 
like those of gaseous firing, cannot possibly be learned from the 
text-books. Hitherto, forced draught, which is merely that pro- 
duced by a mechanically driven fan, has not been tried for any fur- 
naces but those of steam-boilers. It becomes a question, how- 
ever, whether this method of firing has advantages only for this 
class of furnaces. A long time ago we recommended a trial of 
mechanical versus chimney draught for the working of gas genera- 
tors used for heating gas retorts ; but we are unaware that anything 
has been done in this direction. Yet the advantages of being able 
to control the process of combustion, which such a device would 
confer, should be worth something. Whether the benefits of 
mechanical draught in the working of gas generators would be 
sufficient to compensate for the additional complication is, of course, 
the question. Any experiments designed to elucidate the point must 
involve regular and careful analysis of the contents of the exit-flues ; 
and therefore M. Scheurer-Kestner’s warning upon this head is 
worthy of attention. It is very certain that no tests of furnace 
working are deserving the name of instructive unless they are ac- 
companied by, and rest upon exact and detailed analyses of furnace 
gases. Furnace practice has been put upon a fresh footing of 
actuality since Herr Bunte and others placed in the hands of fuel 
users their well-known appliances for chimney-gas analysis. It is 
to be regretted that these guides to good furnace working are not 
used so generally as they ought to be. 
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As Superinterdent of Small Gas Works. 


Consumption from 5,000,009 to 15,000,000 cubic feet per anpum. 
Coal gas works preferred. Object in changing, salary. Address 


$92-1 “J. C.,” care this Journal. 


WANTED, 


POSITION AS SUPERINTENDENT of GAS WORKS 





| Must be a works sending out 10 million or more. The very best 


of references as to character and ability as a Gas Engineer. Is 
at present engaged as Supt. of a works. South or Southwest pre- 
ferred. Salary an object. Address 

693-eot-tf ** MANAGER,” care this Journal 


SECOND-HAND APPARATUS FOR SALE. 


Seven Lengths Hydraulic Main, for benches of 5's, 
with Stand-pipes, Mouthpieces, and Lids complete. Also, 
Eight Furnace Doers and Ashpans, 
One 10-inch Exhauster Bye-Pars, 
One 10-inch Air Condenser, 
One 10-inch Washer, 
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PROPOSALS FOR MANUFACTURING GAS. 


OFFICE OF THE MAYOR OF THE CITY OF 
PHILADELPHIA, PA 
April 16, 1888. 

SEALED PROPOSALS, indorsed “ Bids for Gas,” and 
addressed to Edwin H. Fitler, Mayor, Philadelphia, Pa. 
will be received until 12 o’clock noon, on June 5, 
ISSS, for the manufacture and delivery into the 
holders of the City of Philadelphia of illum- 
inating gas. 

Specifications and instructions to bidders, with a dia- 
gram of the plot where it is proposed to erect the neces- 
sary buildings and plant, can be obtained at the Office of 
the Bureau of Gas, No, 20 South Seventh Street. 

The undersigned reserves the right to accept or reject 
any or all bids, as he may deem best for the interests of 
the city. 

693-3 EDWIN H, FITLER, Mayor. 
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“Matchless” 


(Trade Mark Registered.) 


Self-Lighting 


GAS BURNER. 


WITH GLASS LANTERN. 
Pat. April 26, 1887. Awarded 
Prize Medal, Am. Inst., 1887. 
Send for Illustrated Circular of 
Testimonials, Price List, etc. 


Matchless Lighting Co. 
128, 130, 132 Reade St., 
New Work. 


MADE ome 











j FOR COOKING. {cu 2rgus: 
| s Roast,and do the en- 
| tire cooking for a family of 12 persons. War- 


ranted odorless, or the purchase money refunded 
DINSMORE MFG. CO., No. 28 Kneeland Street, 
Boston, Mass. Send for Catalogue 
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Flannery, Cranger, Lowe, Springer 
H : PHILADELPHIA. NEW YORK. CHICACO. 
and anion STEPHEN A. MORSE, President EDWIN F. MORSE, Secretary. 


STEAM-JET EXHAUSTERS scene 1. Lap a 


SOFTEN Main Office, 411 Cherry St. Factory, 1101, 1103, 1105 Frankford ie 
ARE MANUFACTURED AND SOLD BY PHEILADELYHIA, PA. 


It is to the interest of Gas Companies and Cities to double the efficiency of the 








‘ light on streets by using Dyott’s Patent “CHAMPION” LAMPS. They save 50 
| ° ° ver cent. over others in cost of repairs, are ornamental, and indestructible except 
b vy violence. 

Our Patent System of Jae tantaneously Lighting Gas (without electricity), for 


Railroad Depots is unequaled. 

Dyott’s High Candle Ps ywer Burner is a very superio rr lamp where a concen- 
trated and brilliant light is wanted in Hotels, Stores, Depots, etc. 

Special Drawings furnished and Estimates cheerfully given, either from Arch- 
itects’, Engineers’, or our Draughtmen’s Plans. 
r 5 ‘ ‘ . We manufacture every description of Plain and Ornamental Lamps, Posts, 
his shops will give perfect satisfaction. No. 29 Champion. Brackets, Clusters, etc. Correspondence solicited. 


FRANKLIN, MASS., 


who guarantees that every instrument sent from 
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P. H. & F. M. ROOTS, Patentess and Manufacturers, CONNERSVILLE, IND. 


Ss. S. TOWNSEND, Gen. Agt., 22 Cortlandt St., N. Y. 


COOKE & CoO., Selling Agts., 22 Cortlandt St., N. Y. 
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Bartlett Street Lamp MIs Co. Hann’s Hot Air Generator 9 =x. ww. sFOEINS’ 
tans mS cna GASHOLDER PAINT, 


Globe Lamps, Simple! Hffectiwve! 

Suitable for any style of Gas Bench, from one to six Ready for Use. 
a retorts. No excavating. Built within the Bench. 
Streets, Parks, Publie Now in successful operation at the following Gas Works, viz.. For painting Holders and other Iron and Wood Work abou 


. A P Gas Works. 
Buildings, Railroad 16 Benches 6’s, Equitable Gas Light Company, N. Y. City. 
Stations, etc. 


20 - 6°s, Equitable Gas Lt. and Fuel Co , Chicago, Ill 
36 = 6°s, Chesapeake Gas Lt. Co., Baltimore, Md. fe E TO RT Cc Ee M & f& T + 
LAMP POSTS 8 “ 5's, Charleston Gas Lt. Co., Charleston, 8. C. 

1 4 3's, Palatka, Fla. Ready for U 
| ay 5's, Fitchburg, Mass. 


A Specialty. 2 * 5’s, North Adams, Mass. 


1 = 6's, Saco, Me. 


Gee amd Salesroom, 2% gecambnidge, Md. H. W. JOHNS MANUFACTURING COMPANY. 
40 & 4) COLLEGE PLACE, ee N. Y, CITY. Promos bgt sana eR nA Ste Moston, Maw Sole Manfrs. of H. W. Johns’ Asbestos Liquid Paints, Fireproof 
Balto, Retort & Fire Brick Co., Ralte.. Md. Roofing and Building Felts, Steam Packings, etc., 


a , 3 And §!. C. HEANN, Patentee and Contractor for all kinds 
and Posts will do well to communicate with us. of Gas House Masonry, 607 S. Paca St., Balto., Md. 87 Maiden Lane, New York. 


sé. For patching and coating iron and clay retorts, 
pipes, connections, ete. In use and approved by the 


principal Gas Companies in the United States. 





Gas Companies and others intending to erect Lamps 








mci HENRY PRATT «x CO, -— 


Plans BUILDERS OF THE 


Reece | Office and Works, 
eines" BRATT & RYAN WATER GAS GENERATORS, | g6510375 
gag tne ony or Arranged to Use Either Crude Oil or Naphtha. So. Halsted St. 


ae ‘Condensers, ordbbers, Purifiers, and all Apparatus for Coal or Water Gas. CHICAGO, ILL 


praia IRON ROOFS, BOILERS, TANKS, ETC. 
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Tro All Whom It May Concern! 


The SIEMENS-LUNGREN COMPANY hereby warns the public against the use of various infringing 


Regenerative Gas Lamps which are offered for sale. This Company has heretofore delayed bringing suit to enjoin 





the manufacture or importation of such infringing lamps, solely because of the practical worthlessness of the infring- 
ing devices; and although, in each instance, they infringe some one or more of the various patents owned or 
controlled by this Company, they have fallen into disuse sooner than any suit could be brought to a hearing. As, 
however, the introduction of these infringing lamps has tended to discredit the practicability of our Company’s 
system of regenerative gas lighting, we have instructed our Attorneys, Messrs. Geo. Harding, C. S. Whitman, and 


Silas W. Pettit, to give notice that legal proceedings will in future be taken against all such infringers. 


THE SIEMENS-LUNGREN Co., 21st St. & Washington Av., Phila., Pa. 
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H. H. EDGERTON, Chemist and Engineer. JOS. H. COLLINS, Jr., Ass’t Gen’l Supt. 


RANDAL MORGAN, Gen’l Counsel. 


DIRECTORS : 
GEORGE PHILLER, JAMES A. WRIGHT, S. A. CALDWELL, 
WM. W. GIBBS, HENRY C. GIBSON, WM. M. SINGERLY, 
THOMAS DOLAN, SAM’L T. BODINE, WM. T. CARTER. 


BUILDERS, LESSEES AND PURCHASERS OF 


—-——GAS WORKS 








Orders solicited from Large Cities, Small Towns, Mills, Institutions, from all 


who want More Light for Less Money. 
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The Walker Tar and Carbonic Acid Extractor. 








A very general demand exists, in both large and small Gas Works, for an apparatus that will be absolutely 
efficient in the removal of the tar which passes the hydraulic main and condenser. Many attempts have been made 
to accomplish this, but, I believe, without success, until the introduction, five years ago, in England, of the C. & W. 
Walker Patent Tar and Carbonic Acid Extractor. During these years this apparatus has been adopted by many of 
the most prominent Engineers, not only in England, but also on the Continent of Europe and in other parts of the 
world. It is only necessary to give here a partial list in order to convince any intelligent American Gas Engineer 
that this machine must have succeeded fully in accomplishing the desired results. 

The following Engineers have personally given permission to refer to them: 


G. C. Trewby, Esq., Engineer-in-Chief of the Gas Light und Coke Co., London. The manufacturing plant at Beckton is built in complete sec- 
uions of 3,000,000 cubic feet capacity each. A Walker Tar Extractor has been fi ted to each one of these sections, ‘This was done after a long and 
thorough trial on one of its sections. The Tar Extractor has been supplied to other works of the Gas Light and Coke Co., including those of which John 
Methven, Engineer of the Gas Light and Coke Co. at the Nine Elms Station, is in charge. 


Mr. Charles A. Gerdenier, Superintendent of the Bridgeport (Conn.) Gas Light Company, writes as follows, 
under date of Dec. 3, 1887: 


‘*The C. & W. Walker Tar and Carbonic Acid Extractor has been in operation at these works for the past six weeks, and is an unqualified 
success. It removes every particle of Tar from the gas in once passing through the apparatus and a large percentage of the Carbonic Acid. I also feel 
quite sure that it prevents the formation and deposit of Naphthaline, because since I started the Washer [ have had no stoppages trom this cause. 
These works have been seriously troubled with Tar for many years, and I have used several kinds of apparatus and every expedient which has come 
to my attention for dealing with the difficulty, but without success. The Walker apparatus occupies comparatively small space, is less expensive than 
other — and requires but little attention. I carry 2}-inch seal, and have an automatic tar delivery valve. This Tar Extractor is indispensable to 
gas makers.” 


I have taken the Agency for the United States for this apparatus, and am now prepared to make contracts to 
erect it on the premises of any Gas Company. 

This Tar Extractor will perform its work with about one-fourth the usual back-pressure heretofore required. 
It is simple in construction, and can be supplied at a very reasonable price—less than any other ever before intro- 
duced. Satisfactory results will be guaranteed in every instance. 


GEO. SHEPARD PAGE, Sole Representative for the U. S., 69 WALL STREET, N. Y. 
KIRKHAM, HULETT & CHANDLER, Limited, 


London, S.W., Hneland. 


PATENT “STANDARD” WASHER-SCRUBBERS. 





Following are extracts from letters received from some of the Gas Light Companies now using the “Standard” 
Washer-Scrubber: 


Orrice Prrrspures Gas Co., Sept. 1, 1887. ” Orrice Conumsus Gas La. anp Coxe Co., 
Geo. SHEPARD Page, Esq.: Cotumsvs, Onto, October 14, 1887. 
Dear Sir—Replying to yours, the ‘‘ Standard” Washer-Scrubber at these GEorcE SHEPARD Page, Esq : 
works is giving good satisfaction, and by its use the income from our am- Dear Sir—By the use of the ‘‘Standard” Washer-Scrubber the ammonia 
moniacal liquor has been increased 50 per cent. Yours respectfully, | is entirely removed from our gas, The apparatus gives good satisfaction. 
JOHN H. McELROY, Engineer. Yours truly, E. McoMILLIN, V. P. & Gen. Mangr. 
ALLEGHENY, Pa., Sept. 24, 1887. GeorGETOWN, D. C., Sept. 27, 1887. 
Geo. SHeparpD Pace, Esq.: GeorGE SHEPARD Paaez, Esq. : 


Dear Sir—By the use of the ‘‘Standard” Washer-Scrubber we have been Dear Sir—The “Standard” Washer-Scrubber, together with all the work 
able to increase the income from our ammoniacal liquor 33 per cent. The | of connecting the same with these works, has given entire satisfaction. 
‘*Standard” is doing satisfactory work. Yours truly, Truly yours, J. D. CATHELL, Supt., 

ROBT. YOUNG, Eng. and Supt. Georgetown Gus Lt. Co. 


GEO. SHEPARD PAGE, 69 WALL STREET, NEW YORK, 


Agent for the Western Hemisphere. 
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BARTLETT, HAYWARD & CO. 


Baltimore, Nd. 
Munich Regenerative Furnace, System Drs. Schilling & Bunte. 


Greatest durability; minimum of attention; complete distillation in 8} hours; 10 to 18 pounds of coke to hundred 





weight of coal; no clinker; no carbonic oxide in regenerative flues. 
TWO AND THREE-LIFT TELESCOPIC GASHOLDERS, 
With Wrought Iron Tanks, constructed above ground, of any magnitude. 


Condensers, Scrubbers, Purifiers, Bench Castings, Roofs, Boilers, Etc. 
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The Wilkinson Water Cas Process. 


Introducing the Munich Regenerative Furnace for Cual Gas, we find on the part of many Gas Companies 
the desire to combine to a greater or less extent an efficient system of making high candle power Water Gas; and 
with a view of enabling this to be done wrriouT +XCESSIVE CHARGES FOR PATENT RIGHTS, ETC., we have acquired, by 
purchase, the exclusive right to construct all the Water Gas Apparatus under the valuable “ Wilkinson” Patents. 

The results obtained by this Process are far better than those obtained by any other apparatus, especially where 
an illuminating gas of hgh candle power or a fuel gas of intense temperature is required. 

The Process is uninterrupted, making gas of unifoim quality and quantity. (ts greatest advantages are 
maximum production with minimum material and labor, combined with great durability of apparatus. 

The Process is in successful operation at the works of the N. Y. Mutual Gas Company, New York ; Consolidated 
Gas.Company, Baltimore, Md.; the Hudson County Gas Light Company, of Hoboken, N. J.; and at Rye, N. Y. 

We shall be glad to give further detailed information upon application. 


For Gas Works, Sole Agents for the Hazelton Boiler. 
BARTLETT. HAYWARD ck CO. 
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PROCESS ES. “PROCESSES. ELECTRIC LIGHTING. 








NATIONAL GAS LIGHT AND FUEL COMPANY. 


No. 218 La Salle Street, Chicago. 


THE SPRINGER SYSTEM 
Fuel and Tluminating Waiter Cas Works. 











REFHREN CES. 
owes. ee : : F a Bellevue Water and Fuel Gas Light Co...... } —. 
2 OP. Be. Ee Ghews. ......scammine<sed Chicago, Ill. Bucyrus Gas Light and Fuel Co..,........... Bucyrus, Ohio. 
Decatur Gas Light and Coke Oo.... .......... Deeatar, Il. Ne. nc naww i dane met ache oben Morris, Il. 
pee a ee Niles, Mich. ee NON GI OK, 5 bie ccdn cecvecicrcccns Los Angeles, Cal. 
Newton Illuminating Co...................... Newton, Kansas. San Diego Gas Fuel and Electric Lt. Co....... San Diego, Cal. 
Wellington Light and Heat Co.............. . Wellington, Kansas. Jackson National Gas Co .................... Jackson, Mich. 
Chippewa Falls Gas Light Co................. Chippewa Falls, Wis. NE ok ineo0 05-6 wvindccws weet Sioux Falls, Dak. 
Elkhart Gas Light and Coke Co............... Elkhart, Ind. Maote Gos and Pudi OG... ... 2. ccccccccccces Grand Forks, Dak. 
Madison City Gas Light Co......... a Madison, Wis. St. Johns Mutual Gas Co..................... St. Johns, Mich. 
South Bend Gas Light Co.................... Seuth Bend, Ind. SP GPO RAMU ID... 00. cc scccccesccess Stillwater, Minn. 
Sheboygan National Gas Co.................. Sheboygan, Wis. Me eee aoe Tdght Oo... 2... cc ccccccccscce St. Paul, Minn. 
ies Se ANT Oo... . . .. .  cccccccccataseced Salina, Kansas, Emporia Electric and Gas Light Co........... Emporia, Kas. 
NM no, od sescececcctaleendee Deseronto, Prov. Ont. Van Wert Gas Light Uo.............. ........ Van Wert, Ohio. 
Jefferson City Gas Light Co.................. Jefferson City, Mo. *Lansing Gas Light Co,..................+.-. Lansing, Mich. 
Mankato Gas Light Co.....................45 Mankato, Minn. *San Francisco Gas Light Co.................San Francisco, Cal. 
Minneapolis Gas Light and Coke Co.. ........ Minneapolis, Minn. 
denn Gas Taght Oo... ........cccccces teseees Lima, Ohio. * Building. 








WimM. HENRY WW EADIE, 
No. S2 Pine Street, - - - New YorkE City. 


ENGINEER AND CONTRACTOR FOR THE 


Erection and Extension of Gas, Water, and Electric Light Works. 


SOLE REPRESENTATIVE OF THE 


McILHENNY REGENERATOR FURNACE PATENTS 
And the Martin Water Gas Process. 
Edison Incandescent and American Arc Electric Light Plants Installed. 


Correspondence with Gas Companies contemplating extending or improving their Plants respectfully invited. 
Plans and Estimates Furnished. 








Tlizvaminatings Gas from Natural Gas. 


THE AMERICAN GAS IMPROVEMENT CO., Limited, Pitsnu-en Pe: 


Erect Apparatus for the treatment of Natural Gas for an Illuminant under the 


DMcKHAY-CRIiITCHLOW SyYsTEM. 
Satisfaction in Economy and Quality Cuaranteed. 


Apparatus adapted to the manufacture of Water Gas, without any change whatever, should it be desirable to do so 
on account of Natural Gas playing out. Apparatus erected or Licenses sold at the following Works. 








Pittsburgh Gas Works, J. H. McElroy, Engr. | Warren, Pa., 8. 8. Franklin, Supt. Fort Scott, Kansas, L. K. Scofield, Owner, 
Allegheny Gus Works, Robt. Young, Engr. Franklin, Pa., C. W. Gilfillan. Prest. Fostoria, Ohio, Jos. Gwynv, Supt. 

East End Gas Works, W. H. Denniston, Engr. Erie Gas Co., ’ Erie, Pa., W. H. Hill, Engr. Emporia, Kansas, Howard Duulap, Treas. 

West Pittsburgh Gas Works, E. C. Critchlow, Supt. | Greensburg, Pa., Jas, ©. Clarke, ‘Pi est. Tiffin, Ohio, Hon. Geo, E. S eny, Owner. 

Beaver Falls Gas Works, H. F. Dillon, Supt. em ley, Pa., James Forbes, Supt. Wellsville, Ohio, Jas. H. Riggs, Prest. 

Titusville Gas Works, E. T. Roberts, Treas, | Bellaire, Ohio, "John Ferguson, Supt. Brownsville, Pa., J. W. Jefferies, Prest. 
Salamanca, N. Y. Oil City, Pa. New Castle, Pa., D. T. Flick, Supt. Connellsville, Pa., J. A. Armstrong, Sec. & Treas, 
Jamestown, N. Y., David Milne, Supt. | Corry, Pa., OC. H. Wetmore, Treas, Tremont, Ohio, Fred, Fabing, Supt. & Treas. 


Meadville, Pa., Wm. Reynolds, Prest, 


Sharon, Pa, 8. Perkins, Prest, Uniontown, Pa,, W. L, Robinson, Lessee. 
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CONNELLY & CO., LTD., 
SOLE MANUFACTURERS OF THEIR PATENTED SPECIALTIES. 


Saves money, saves labor, and is the most efficient purifying agent ever offered as a 


sh da ‘ , ‘ rs og « ; 
IRON SPONGE. substitute for lime. Now used in every State in the Union, and purifying daily ever 


twenty-five million cubic feet. Should be used in every gas works. Its own saving will pay for it many times over. 











AUTOMATIC Has been on the market but two years, and in that time has been introduced more generally 

than any invention ever designed for use in gas works. Over one hundred of them now in 

GOVERNOR. use. Sensitive; reliable; perfectly autornatic; reduces leakage; satisfies consumers, and 
gives great relief to the Manager. No gas works is complete without one of these machines. 

STEAM JET Designed particularly for small works. Combines Exhaust Tube, Steam Governor, 

Gas Compensator, and Bye-Pass Valves in the most compact form possible; occupies 

EXHAUSTER. but little space; uses very little steam ; operated by ordinary workmen; saves formation 

of carbon in retorts; increases yield 10 to 15 per cent. Specially adapted for mizing air with oil gas. No works 

too small to use them profitably. 


¢ 


Prices given on all our specialties delivered at any point in the United States. Correspondence solicited. 


CONNELLY & CO., LTD., No. 177 Broadway, New York City. 


WILBRAHAM ARVIS FI 
GAS EXHAUSTER AND ENGINE COMBINED. yey me 








CONTRACTORS FOR ERECTING 


COMPLETE STEAM OUTFITS FOR ELECTRIC 
LIGHTING STATIONS. 


Steel Boilers set with Jarvis Pat. Boiler Setting 
To burn COKE SCREENINGS for Fuel. 
ARMINGTON & SIMS CO. ENGINES, 


Belting direct to Dynamos, without using Shafting. 
SEND FOR CIRCULARS, 


REFERENCES.—Charlestown Gas & Electric Light Co., Charles- 
town, Mass.; Schenectady Gas & Electric Light Co., Schenectady 
N. Y.; Brookline Gas Co., Brookline, Mass. 


Practical Electric Lighting, 


By A. BROMLEY HOLMES, A.M.I.C.E. 





With 87 Illustrations. Third Edition. Price, $1.00, 


Electric Light Primer. 


By CHARLES L. LEVEY. 


A simple and comprehensive Digest of all the most important 
facts connected with the running of the Dynamo and Electric 
Lights, with Precautions for Safety, etc. 


WILBRAHAM BROS,, 


Price, 50 cents. 


A. M. CALLENDER & C0., 42 Pine St., N.Y. 














THE ALBO-CARBON LIGHT. 


THIS SYSTEM HAS SHOWN ITSELF IN THOU*ANDS OF CASES—-IN HALLS, CHURCHES, PICTURE CALLERIES, CONCERT 
HALLS, RESTAURANTS, BANKS, CLUBS, STORES, OFFICES, and PRIVATE RESIDENCES —T0 BE THE 


Best Adapted and Most Successful Method of Gas Lighting Ever Offered. 


The SOFTNESS AND PURITY OF THE LIGHT make it most desirable for Office and 
Household Uses. Its BRILLIANCY and POWER render it unrivaled for lighting Halls, 
Churches, ete. Its ECONOMY secures for it general favor wherever used. 


NOTICE.—Suits are pending in the United States Circuit Court for the Northern District of Illinois and in the Supreme Court of 
the United States against various parties for infringement of our Letters Patent No. 247,925, dated October 4, 1881, and No. 333,862, dated 
January 5, 1886. All persons are cautioned against manufacturing, selling, or using any apparatus or material which infringes ou patents. 
We intend to prosecute all parties infringing patents owned by us. 


ALBO-CARBON LIGHT CO. (éc's.06nicssxc.) Main Office, Newark, N. J 
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CHAPMAN VALVE MANUFACTURING CO,, LUOLOW VALVE I MFG co 


MANUFACTURERS OF 


Valves and Gates for Gas, Ammonia, Water, Bic. 


Also, Cate Fire Hydrants With and Without Independent 
Nozzle Valve. All Work Cuaranteed. 
WORKS & GEN’L OFFICE: TREASURER’S OFFICE: 


Indian Orchard, Mass. 72 Kilby & 112 Milk Sts, Boston, Mass. 
~ How to Reduce Leakage to Its Minimum. 


USsSsH OFFICE AND WORKS, 


HOPPER’S AUTOMATIC DIFFERENTIAL GAS GOVERNOR. |""""* "sss" '~" 























Needs No Attention. Simple, Reliable, Perfectly Automatic. Eb: “ £6 
‘*Nearly Thirty in Use.”’ | fT Sat 
BYE-PASSES, DRY CENTER VALVES, PRESSURE REGISTERS, Also, GOVERNORS FOR; & a gz 
STREET MAINS, NOT DIFFERENTIAL, and for EXHAUSTERS, GAS ENGINES, etc. Ses 5 2 - 
Our new Bye-Pass is threefold in iis action—passes gas through, or bye-passes, or shuts off entirely. mS F = & Z 
Correspondence solicited ; information given. Send for circulars and testimonials, ~ < J F a 
a) se F 
T. C. HOPPER & CO., - - No. 2227 Wood Street, Philadelphia, Pa. a * ane. 
* a a mm oe L | 
asa : g28: 
GHO. SHEPARD PAGE, 2::: B35: 
No. 69 Wall Street, N.Y. City. auc’ Legs 
REPRESENTING 38 3 = gs r E 
| a ows sy 
THE BOWBR GAS LAMP. §-_# ¥! 





C. & W. Walker’s Carbonic Acid & Tar Extracting Washer 
B. DONKIN & CO.’S PAT. IMP. GAS VALVE. 
Young & Beilby’s Putents. Henry Aitkin’s Patents, 
R. P. SPICE, London, Eng. HENRY SIMON, Manchester, Ene. 





Te John McLean 
; GAS 
VALVES. 


29S Momroe Street, N. ¥. 





MILLS’ REVERSIBLE LIME TRAY, aussi 


Reversis.e-Stroncest-Most Durasie-Most Easity Repaineo 





oO 










































































= WOODWOR BOT, 
CO K SABO 
i) ———— 

an | _ = Of Every Description — 
: ; “a NEEDED BY GAS WORKS. EE 

= = ‘ORK 
: = : = : SEND FOR CIRCULAR AND PRICE LIST TO 
SE ee — z 306-310 ELEVENTH AVENUE. NEW YORK. 
w — CEO re CGE A. M i LLS, WE ALSO MAKE THE CHEAPEST AND STRONGEST 
OOOO OO Mo. 20 East Barre St., Baltimore Ma REVERSIBLE BOLTED TRAYS IN THE MARKET, 








THE CLERK GAS ENGINE Co,, 
“Main Office, 1012, 1014, 1016, 1018 Filbert St., Philadelphia, Pa. 


WM. W. GOODWIN, Prest. E. STEIN, Sec. S. LEWIS JONES, Asst. Sec. A. J. DOTY, Supt. 





The utility and convenience of the Gas Engine being no longer an open question, it only remains now for 


intending purchasers to select the BEST. We claim for the CLERK GAS ENGINE that it is equal to any other 
manufactured as regards steadiness in runn ng, simplicity, and ease of keeping in repair, and that it gives the greatest 
amount of power for the least money (both in first cost and expense of running) of any engine made. In support of 
this claim we refer to the test of the Gas Engines made under the direction of the American Institute of New York. 


in December, 1885, and heretofore published in these columns. These engines are especially adapted for continuous 


running under heavy loads, and we can refer to Engines which have run 22 hours a day for months at a time 


Made in Sizes of 5, 10, 15, 20. and 25 Horse Powcr. All Engines Cuaranteed far Qne Year. 
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GAS STOVES. 


GAS STOVES. 





GAS STOVES. 


THE AMERICAN METER CO., 


MANUFACTURERS OF 


GAS COOKING AND HEATING STOVES. 


Cas 


Eieating 


Stoves 


in 


all 


Sizes 


for 


Parlors, 


Chambvers 


anda 


Ortrhces. 


508 to 514 West Twenty-second St, N. Y. 





New Design Cast Iron ** Economy” Cabinet Stoves, with Open or Closed Tops 


Catalogues and Price Lists on Application. 


MANUFACTORIES, 


Gas 
Cooking 


Stoves 


Ranges 
in 
all 


Sizes 


Arch and Twenty-second St., Phila. 


Nos. 244 & 246 North Wells Street, Chicago, Ill. 


No. 177 Elm Street, Cincinnati, Ohio. 





AGENCIES, 


No. 222 Sutter Street, San Francisco Cal. 
No. 810 North Second Street, St. Louis, Mo. 


CAS STOVE SHOW ROOMS, No. 223 Sixth Avenue, New York Citv. 
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RETORTS AND FIRE BRICK, 7 __RETORTS AND FIRE BRICK. RETORTS AND FIRE BRICK, 
J. H. GAUTIER & CO.. LACLEDE FIRE BRICK MFG.cO. MANHATTAN 
CORNER OF | MARCIE oF | FIRE BRICK & ENAMELLED CLAY 
GREENE AND ESSEX STREETS, Fire Brick, Gas Retorts, RETORT WORKS. 
JERSEY CITY, N.J. | AND R 
MANUFACTURERS OF ST. LOUIS STANDARD SEWER PIPE. ADAM WEBER. 
se Clay Material Pre Clay Flue Linings, Chimney Tops” | GLAY GAS RETORTS 





Cla as R Dry Milled and Crude Fire Clays, ete. 
yG etorts, OT Magee AND RETORT SETTINGS 


Gas House Tiles, 901, 905, ana 905 vine street, | FIRE BRICKS, TILES, ETC., 


Fire Bricks, Etc. Etc. Nae | 


Ground Clay, Fire Brick and 
Fire Sand in Barrels, |B. KREISCHER & SONS, 


J.H.GAUTIER. ©.E.GREGORY.  . E. GAUTIER. 
—_— | OFFICE FOOT OF HOUSTON ST., E.B., N.Y. 


BROOKLYN. 
"Clay Retort & Fire Brick Works, Gas Eetorts, 


(EDWARD D. WHITE & CO.) 
Manutnc Cows aaaener tie” "| TILES, FIRE BRICK. 


VAN DYKE, ELIZABETH, RICHARDS & PARTITION STS. | 
Office, 88 Van Dyke St., Brooklyn, N.¥. AND EVERYTHING IN THE FIRE CLAY LINE. 


8 =e — oe 
Works, —ESTABLISHED 156¢.— Office, Rooms 19 & 20, Lewis Block, 


LOCEPORT STATION, PA. JAMES G ARDNER, JR.., PITTSBURGH, PA, P. 0. Box 373. 


Successor to WILLIAM GARDNER c& SON. 


Fire Glay Goods for Gas Works. 


CHAS. H. SPRAGUL & SON, No. 70 EILBY STREET, BOSTON, MASS., Agents for the New England States. 


Office and Works, 15th Street and Avenue C., N. Y. 





ESTABLISHED IN 1845. 























OFFICE, 418 to 422 East 23d St., New York. ESTABLISHED 1856. WORKS, PERTH AMBOY, NEW JERSEY. 


HENRY MAURER & SON, 
Excelsior Fire Brick & Clay Retort Works 


GLAY GAS RETORTS, BENCH SETTINGS, FIRE BRICK, TILES, ETC. 
GEROULD'S IMPROVED RETORT CEMENT. =» Q axegrrr.r, Poe. arm Pr, Am Lay Vere ee 


A Cement for patching retorts, putting on mouthpieces, and 
“. making up all bench-work joints. This Cement is mixed ready BA LT 5 AA ©] ad E 
for use. Economic and thorough in its work. Fully warranted GAS RETORT W FIRE BRICK 
to stick. For recommendations and price list address 
C.L. GHROULD & CO., RETORT & FIR ICK C0, 














5 & 7 Skillman 8t., Brooklyn, N. Y. Works. 
Western Agent, H. T. GEROULD, Mendota, Il. MANUFACTORY AT 
. Proprictors, LOCUST POINT, BALTIMORE, MD. 
GAS vs, ELECTRIC LIGHT. Parker-RusseLt MINING & MFG. CO. Commeton wih the Cy by Telephone 
We would ee attention sll able and ee Cla Retorts Blocks & Tiles 
Taecinants Ges Sight ant Gods Cumgany, cosatina( eee” CONS, TAl Pine Street, y 


handsome pamphlet of % pages, entitled 

* Ep1Ison’s INCANDESCENT ELECTRIC LIGHTS FOR STREET | ST. LOUIS, Mo. | FIRE BRICK, FIRE CLAY, 
ILLUMINATION. REPORT OF AN ARGUMENT DELIV- | | 
ERED BY A. HICKENLOOPER BEFORE THE COMMITTEE | Our immense establishment is now employed almost entirely in A * D FIRE C EM if NT. 


ON LIGHT, MUNICIPAL COUNCIL, CrTy OF CINCINNATI, 


JULY 22, 1886.” the manufacture of 


| ed and Buff Ornamental Tiles and Chim- 


This is a subject of special interest to all Gas Light Com | MATERIALS FOR CAS COMPANIES. | ney Tops. Drain and Sewer Pipe (from 
panies. 2 to 30 inches) Baker Oven Tiles 
Prices. | We have studied and perfected three important points. Our re- I2xi2x2 and 10x10x2 
Sou Prvasies $7.50 pa am eancuaca =. torts are made to stand changes of temperature, the strongest 


heats of the furnace, and the abrasion of feeding and emptying. 
A sample copy will be sent by mail on receipt of 50 cts. | (ur customers are in almost every State of the Union, to all of WALDO BROS., 88 WATER 8T., BOSTON, MASS 
Sele Agents the New Engiand States. 


A. M. CALLENDER, & ©O., 42 P1 & 81., N. Y. Crry. | whom we refer. 





Meat 


RRASEREL PL E NELEE EOEEE So 





























\} 








Fie 








June 2, 1888 American Gas Light Journal. 403 








| 


EVENS & KOWAL, §= = —- ERED. BRAD EHT, 


916 Market St., St. Louis. Mo. CONTRACTOR FOR THE COMPLETE 
Works, Howard Station, Mo. Pacific B.R 


FreBrick,GasRetorts HLCCLION ad Equipicit of Gas Works 


SOLE PROPRIETOR OF THE 


RETORT SETTINGS. ELOENNE PATENTS 


Pi 3 to 24 in. diameter. 
ray hee. : FOR NORTH AMERICA. 


Glass Pot Clay, Ground Fire Clay, in barrels and in bulk. All 


kinds of Fire Clay Goods. 
2 & 4 Stone St., N. Y. City. (900 Retorts are now fired in America by the Kloenne-Bredel System.) . 


GLAY GAS RETORTS SELEF-SHALING MOUTHPIECES. 


) 
(ENAMELED.) (Over 800 Now in Use. 


pha rramnvasing Tiles. Standard Condensers. Washer-Scrubbers. 


CEMENT, ETC., ETC. 








Regenerative aud Half-Regenerative Benches. TAR WASHERS FOR WATER GAS PLANTS. 
PORTLAND CEMENT. (In use in the works of the Chicago Gas Lt. Co.) 
Correspondence Hespectiully Solicited. 
GaSe Hoi. DER Ss 
GREENOUGH’S 7 m 
if 2 a . 
DIGEST OF G AS L AW” Bredel’s Automatic Gas Governor 
Price, $5.00. Refers, by permission, to Mr. Eugene Vanderpool, Newark, N. J.; Mr. 


This is a valuable and important work, a copy | 
of wad eee a es ee ees ee E. G. Cowdery, Milwaukee, Wis.; and Mr. Theo. Forstall, C hicago, Ills. 


company in the country, whether large or small 
As a book of reference it will be found invaluable. For further infomation, address 


It is the only work of the kind which has ever 
been published in this country, and is most com- H'R, HID B 
plete. Handsomely bound. Orders may be sent to | - x 
A. M. CALLENDER & CO., . 
Pncecerenytintogeraty No. 208 East Seventeenth Street, N. Y. City. 


CHICAGO RETORT AND FIRE BRICK COMPANY, 


OMProdeents 45th, Clark and La Salle Streets, Chicago, Il. "Sec. areas. 


Manufacturers of Standard Clay Retorts, Gas Works Tiles and Settings, Fire Bricks, Cround Fire Clay, 
Fire Mortar, Blocks for Locomotives, Cupolas, Boilers, Ovens, etc. 


The Hicks Regenerative Furnace. 


FOR LARGE OR SMALL GAS WORKS. NO ROASTING PITHOLE FOR THE STOKERS. NO EXCAVATION BELOW THE ORDINARY ASHPAN. 


This Bench is applicable everywhere as a practical adaptation of the Regenerative and Recuperative System, giving, at a moderate cost, a very high 
efficiency, with great saving of labor and coke. Even with an isolated bench we guarantee a production of 42,000 ft. per bench of 6’s, 14’"x26’’x9’, on 
30 per cent. of coke, hot or cold, with probable production of 48,000 ft. if desired. We also construct the highly successful Two-Story Regenerative 
Benches on the plans of Mr. A. Arndt, Engincer of the Chicago Gas Light and Coke Co, Also, the Sloping Retort System of Henry Pratt, Engineer of 
the Peoples Gas Light and Coke Company, of Chicago. 








Fire Clay Materials for Water Gas Cupolas, etc. Special Attention to Making Tiles and Blocks to Order. 


Boston Asents, _ s PISE EI, COL SIMIAN kt CO. 








GOODWIN’S DIRECTORY 


OF THE GAS LIGHT COMPANIES of the UNITED STATES & CANADA. 


Price, - - -:- + + += . $8.00. 


Orders mav be sent to 


A. M. CALLENDER & CO., No. 42 Pine Street, N. Y. City. 
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GAS AND WATER PIPEs. 
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SAM’'L’R. SHIPLEY, Pres. 


at. JAS. P. MICHELLON, See. 
HENRY B. CHEW, Treas 


WM. SEXTON, Supt. 
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cast Ir0l fas & Water Pies, Stop Vales, Fire Hydrants, Gasholders. &c. 


Office No. 6 North Seventh Street, Philadelphia. 





Pancoast & Rogers. 


WROUGHT IRON PIPE, 


VALVES AND GATES, 


Cast Iron Cas & Water Pipe. 


28 Platt and 15 Gold St., New York. 
water a Gas Pipe. 


RUST! ime) «Send for New Catalogue. rau RUSTE <a 


The WELLS RUSTLESS IRON oun. 
No. 21 Cliff Street, New York City. 








Kine’s Treatise on Coal Cas. 


A standard text-book for the Engineers and Managers of Gas Works, and for all who are concerned 
or take an interest in the manufacture and distribution of Coal Gas, and in the utilization of the 
Secondary Products resulting thereform ; treating also of the Gas Engine, and of Gas Cooking and 
Heating Appliances. 


In 3 Vols. Price per Vol., $10. Sold either by Volume or in Sets. 


AM. CALLLENDER & CO., 42 Pine St., N. Y. 


The Management of Small Gas Works. 


By C.J. R. HUMPHREYS. Price, $1. 


A running commentary on the different sections of gas management with 
“reference to small undert: akings, with some notes on the 
erection of the necessary plant. 


A. M. CALLENDER & CO., 42 Pine St.. N. Y. 








GAS AND WATER PIPES. 


ENGI N BERS, 


en 


P. D. WANNER, Chairman. A. H. MELLERT, Sec. & Treas, 


MELLERT FOUNDRY & MACHINE CO., Ltd. 


TOSS rFPa. 





spociate WALT" Pipé; Valves and Hydrants, 
Lamp, Postay Betorts, etc. 


General Foundry and Machine Work. 
JOHN FOX, sem agent: 160 Broadway, N.Y. 


2 


THE ORIG. PIPE COMPANY, 


MANUFACTURERS OF 


Cast Iron Gas & Water Pipe, 


BRANCH AND SPECIAL CASTINGS. 
Gas-House Bench Castings, Hydraulics, Lamp Posts, Flange Pipe 
and Specials, Architectural Castings, Building Columns, 
Joists, Cellar Grates, Sash Weights, etc. 





GENERAL FOUNDERS AND MACHINISTS. 
Columbus, Ohio. 





M. J. DRUMMOND, 





SPECIAL CASTINGS AND LAMP POSTS. 


Saies Agent for the New Phila. Pipe Works Co. 


Office, Equitable Building, 120 Broadway, N. Y. 


JOS. R. THOMAS, C.E,, 


May be Consulted on all Mat- 
ters Relating to Gas Works 





B}iand Gas Manufacture. 


ADPRESS THIS OFFICE. 





Wm. MOoOonN zHy 
(Successor to WM. FARMER) 

No. 94 Liberty St., N Y. City. 
CONTRACTOR FOR THE ERECTION OF GAS WORKS, OR 
APPARATUS OF ANY CAPACITY. AGENT FOR 
WM. FARMER'S PATENTS. 


Plans and Specifications Furnished. 





WM. GARDNER, 


Cas Engineer, 
Lewis Block, Room 20, Pittsburgh, Pa. 


Those who intend to make alterations in existing gas plants, or 
who contemplate the erection of new works, will find it to their 
interest to open correspondence with the above. ,Plans made 
and estimates furnisbed, 
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GAS LAMPS. - ‘-EXHAUSTERS. _ 





GAS LIGHTING 
BY GAS COMPANIES. 


Gas Companies contemplating the purchase of electric lighting 
plants, will do well to investigate the results that can be accom- 
plished by a general introduction of the Lungren Regenerative 
Gas Lamp. In a number of instances Gas Companies have 
purchased these lamps and rented them to their consumers at a 
low rate, this plan proving satisfactory to the consumer, and profitable to the 
Gas Company. It requires but a small expenditure to establish a lighting 
system with the Lungren Lamp, which in its results will compare favorably 
with any system of electric lighting, both as to economy and effect. Numer: 
ous consumers have also been obtained by Gas Companies introducing these 
lamps, from among those using kerosene oil. Write us for particulars. 


THE SIEMENS-LUNCREN COMPANY, 


N. E. Cor. 21st Street and Washington Avenue, Phila., Pa. 























We desire to draw the attention of the gas community to the merits of 

F. J. DAVIS & J. R. FARNUM, the Srxvous Friction ConpENsSER. Companies intending to introduce 
TRUSTEES AND AGENTS FOR THE new condensers into their works will do well to confer with us and ex- 

amine plans and estimates before contracting for any other pattern 

SINUOUS FRICTION CONDENSER, The Friction ConDENSER is now in use at the gas works located in the 


following places : 












Portland, Me. Brookline, Mass. Pawtucket, R. I. Frederickton, N. B. 
Newport, R. I. Chelsea, Mass. Jamaica Plain, Mass. St. John, N. B. 
Gloucester, Mass Woburn, Mass. Attleboro, Mass. Paterson, N. J. 










Newton & Water- Peoria, Ill. Calais, Me. Dover, N. H. 














Clinton, Mass. Fall River, Mass. 
Nassau Works, Brooklyn, N. Y. 


DAVIS & FARNUM MFG. CO. 


MANUFACTURERS OF 


Gas and Water Pipes, 


CAS AND WATER MACHINERY 


OF THE MOST APPROVED PATTERN. 


town, Mass. Waltham, Mass, 















Also, Gasholders and Iron Roofing. 





Orders from Gas and Water Companies promptly attendea ww. 


WALTHAM, MASS. 


Office, Room 55, Mason Building, 70 Milby Street. Boston 
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GAS WORKS APPARATUS AND CONSTRUCTION. GAS WORKS APPARATUS AND CONSTRUCTION. 


MILLVILLE, N. J. 
vons-{rome™ RR, D, WOOD & GO., o=("satsms 
CAMDEN, bed * a ey PHILADELPHiA 


GAST-IRON PIPE 1% to 72 Inches in Diameter. 


















Water Machinery and Gas Apparatus. HEAVY CASTINGS. 
HOLDERS, PURIFIERS, FLOORS AND ROOFS, sili 
LAMP POSTS, CONDENSERS, FLANGED PIPE, 7 a 
VALVES, BENCH WORK, FIRE HYDRANTS, 


METER CASES. 


: Estimates and Specifications for 
* NEW WORKS or EXTENSIONS « | = 
or ALTERATIONS of OLD ONES. 2 == — 











GASHOLDER TANK CONSTRUCTION, ETC. MORRIS, TASKER & CO, 


Gas Companies and others about to erect Gasholders will find it profitable to consult W. C. WHYTE, 
who for over thirty years has made a specialty of 


ZKuimited, 
Holder Tank Excavation and Mason Work. 
Fifty tanks now in operation show the sort of work done, Address Builders of Gas Works, 


W. C. WHYTE, No. 15 Cortlandt St.,N. Y. City. PHILADELPHIA PA. 








EOF, 


GAS WORKS APPARATUS 


A IND 


GASHOLDERS, 


ADDRESS 


KERR MURRAY MANUFACTURING COMPANY, 


FORT WAYNE, IND. 


A. D, CRESSLER, Gen’l] Mangr. 
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GAS WORKS APPARATUS AND CONSTRUCTION. 








GAS WORKS APPARATUS AND CONSTRUCTION. 











JAMES R. FLOYD, THE CONTINENTAL IRON WORKS. 


(SUCCESSOR TO HERRING & FLOYD) 


Oregon Iron Works, 


531 to 543 West 20th &t., N. ¥. 


Practical Builders of Gas Works, 


MANUFACTURERS OF 
ALL KINDS OF CASTINGS 
AND 
APPARATUS FOR GAS-WORKS. 


BENCH CASTINGS 
from benches of one to six Retorts each. 


WASHERS: MULTITUBLAR AND 
ALR CONDENSERS ;5 CONDEN- 
SERS; SCRUBBERS 
wet and dry), and 
EX HAUSTERS 
for relieving Retorts from pressure. 
BENDS and BRANCHES 
of all sizes and description. 
FLOYD’S PATENT 
MALLEABLE RETORT LID. 





PATENT 
SELF-SEALING RETORT LIDS. 


FARMER'S 
PATENT BYE-PASS DIP-PIPE. 
SABBATON’S PATENT 
FURNACE nous AND FRAME. 

'S 
COKE SCREENING SHOVELS. 
GAS GOVERNORS, 


and everything cennected with well regulated Gas Works at 
low price, and in complete order, 


SELLER’S CEMENT 
for stopping leaks in Retorts. 


N. B.—STOP VALVES from three to thirty inches— 
at very low prices, 
Plans, Specifications, and Estimates furnished. 


Bouton -Fomdry Co, 


FOUNDERS AND MACHINISTS, 


CHICAGO, ILL. 


Gas Works Apparatus, 


PURIFIERS, CONDENSERS, 
Bench Worl, 
SPECIALS, LAMP POSTS, 


SCRUBBERS, 
Iron Roofs and Floors. 





Plans and Estimates furnished for new works or extensions cf 
works. 


THOS. F. ROWLAND, Prest. H. CORBETT, V.-Prests. THOS. F. ROWLAND, JR., Sec. & Treas. 


P. 0. Station G., BROOKLYN, N. Y. 


ENGINEERS AND MANUFACTURERS OF 


Cas Holders 


CONDENSERS, SCRUBBERS, VALVES, 


PURIFIERS, SELF-SEALING RETORT LIDS, 
Hydraulic Mains, 


And all other articles connected with the man- 
ufacture and distribution of Gas. 


WARREN E. HILL and CHAS. 





GAS HOLDERS OF ANY MAGNITUDE. 





GAS Fi 





H. RANSHAW, Prest. & Mangr. T. H. Brrcn, Asst. Mangr. R. J. TARVIN, Sec, & Treas. 


STACcCH YY MEG. CO., 


MANUFACTURERS OF 


Single and Telescopic Gasholders, 


IRON ROOFS, BRIDGES, LAMP POSTS, 
Water and Oil Tanks, Coal Elevator Cars, 


COKE CRUSHERS, BENCH CASTINGS, 


And all kinds of Wrought and Cast Iron Work used in the erection of Coal and Oil Gas Works 
Rolling Mill Machinery and Heavy Castings a Specialty. 


Wrought Iron Works: 
16, 18, 20, 22, 24 & 26 Ramsey Street; 


Ws. STACEY, Vice-Prest 


Foundry: 
33, 35, 37 & 39 Mill Street. 


Cincinnati, Oni1io. 





1. DEILY & FOWLER, iii 


Laurel Iron WorkEs. 
Address, No. 39 Laurel Street, Philadelphia, Pa. 


MANUFACTURERS OF 
LBDERS 
LDERS, 


and Telescopic. 
18s8se2 to 18sc, Inclusive: 


Single 
EZolders Built 


poaren Col. Warren, Ohio. Allegheny, Pa. (- '.) York, Pa. Salem, N. J. (3d) 

Chicago, Ill. (West Side). Bath, N. Y. Atlanta, Ga. (2d.) Chester, Pa. Omaha, Neb. (2d) 

Pittsburgh, Pa. (S. Side) Lynn, Masz. N.Y.City (Central Gas Co)Hazleton, Pa. (2d.) Lynn, Mass. (2d) 

Pawtucket, R. I. New Bedford, Mass Lynchburg, Va. (2d.) Statea — : » A Little Rock, Ark. 
Brookline, Mass. Waterbury, Conc. Saylesville, R. I. Saugerties, N Irvington, N. Y. 

Sherbrooke, Can. Deseronto, Can. Rondout, N. ¥ Cc linton, Mass. (Lao. Mills)South Boston, Mass 

Burlington, N. J. (2d.) Hoosic Falls, N. Y. (2d.) Atlantic City, N. J Chattanooga, Tenn. Rye, N. Y. (2) 
ridgeton, N. J Bethlenem, Pa. Augusta, Ga. Galveston, Texas. (3d.) Woodstock, Ont. 

Bay City, Mich Atlanta, Ga. (1st.) Waltham, Mass. (2) Omaha, Neb. Malden, Mass 

trie, Pa. Savannah, Ga. Mahanoy City, Pa. Fort Plain, N. Y. Staten Island, N. Y¥. (2d) 

Jackson, Mich. Montgomery, Ala. New Castle, Pa. Brunswick, Ga. 

Kalamazoo, Mich. (3d.) Newport, R. I. Long Island City, N. ¥. Port Chester, N. Y. 

Glen Island, N. Y. Portiand, Oregon. Macon, Ga. New Rochelle, N. Y. 





_ SMITH & SAYRE MFG. COMPANY, 


G. G. PORTER, Prest. 


Mackenzie’s Patent Rotary and Steam Jet Gas Exhausters, Governors, Compensators, 
Condensers, Washers, Scrubbers. Isbell’s Patent Automatic Street Pressure Governor, 
Gas and Water Valves, Hydraulic Main Dip Regulator, Bench Castings, etc. Purifying 
Boges and “Standard” Scrubbers. Isbell’s Patent Self-Sealing Retort Doors, 


245 Broadway, N. Y. 


Machinery & Apparatus for Gas Works 


Drawings, Plans, and Estimates Furnished for the Improvement, Exten- 
sion, or Alteration of Gas Works, or for the 
Construction of New Works. 





CHAS. W. ISBELL, Sec’y. 
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GAS COALS. CANNEL COALS. GAS ENRICHERS. 


JAMES D. PERKINS, PHREINS RSG et F. SEAVERNS, 


General Sales Agents for 


The Youghiogheny River Coal Company’s 
OCEAN MINE YOUGHIOGHENY GAS COAL. 


The Coal from the Ocean Mine (recently operated by Messrs. W. L. Scott d& Co., of Erie, Pa.,) is now used by 
all the leading Gas Companies in the United States from Maine to Texas, and is recognized as the only reliable 
Youghiogheny Gas Coal. (See Map on p. 87 of this Journal, Feb. 16, ’85.) 


Por vor” PERKINS & CO,, 228 and 229 N. Y. Produce Exchange. ""tntasnce 


BRECKENRIDGE CANNEL, 


OF BENTUCHY. 


This Colliery was re-opened in June, 1886, since which date the Cannel has been delivered to over sixty of the 
leading Gas Companies in this country and in Europe. As an enricher one Ton of this Cannel will do the work 
of Two Tons of any other available Cannel, and is more economical than Naptha or Oil of any character. It can 
be delivered in parcels of one car load or more to any point in the United States or Canada. 

(See Amerroan Gas Lieut Journat, June 16, 86, pp. 346-7.) 


P Now yore.” PERKINS & CO,, 228 and 229 N. Y. Produce Exchange "“tyrt.Noe 


JELLICO GAS CANNEL, 


FROM THNN ESS HE. 


This Colliery, operated by the Standard Coal and Coke Company, of Knoxville, Tenn., is now in full operation, 

















and orders can be filled without delay. Situated directly on Railroad, shipments can be made to any point in the 
United States. The attention of Southern Gas Companies is called to the fact that this Cannel is the most 
accessible to them of any Cannel in the States. See Map in American Gas Lieut Journat, Feb. 16, 1888. 


* New vor PERKINS & CO.,, 228 and 229 N. Y. Produce Exchange. “Yiraance 








JAMES & WILLIAM WOOD, Toe Standard Oi! Company, 


Gas and Gannel Goal Contractors, NAPTHA AND GASOLINES. 





No. 40 St. Enoch Sq., Glasgow. No. 2 Talbot Court, London. RE, ahs cnrirarugncsgi iad 
A Special Grade of Naptha for 
Proprietors of the BATHVILLE COLLIERIES (which produce the Gas Companies 
celebrated BOGHEAD CANNEL), Shields, Shieldmuir, Drumpeller, and| FOR ENRICHING COAL CAS. 
other Collieries. This Firm offer Correspondence solicited. 


No. 43 Euclid Avenue, Cleveland, Ohio. 


STANDARD CANNELS, To Gas Companies. 


Unequaled as Gas Enrichers. We make to order CAP BURNERS to burn any amount 


under a stated pressure. Send for samples. 








12 ° ° . . . Also, SERVICE CLEANERS, DRIP PUMPS, d STREET 
Analyses, prices, and all further information furnished on application to ‘ ami. 


Agency for U.S., Room 93, Nos. 2 & 4 Stone St, N.Y. City. ** SUNTSa Stas rnues ee. 
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GAS COALS. 


GAS COALS, 





COKE CRUSHERS. 


Newbureh Orrel Coal and Coke Co. 


MINERS AND SHIPPERS OF 


STEAM, SMITHING, AND GAS COALS, 


Foundry and Crushed Coke. 


Home Office, 33 §. Gay Street, Baltimore, Mi. 


CHAS. MACKALL, Cen. Mangr. 
CHAS. W. HAYS, Agent, No. 1 Broadway, N. Y. 


Shipping Wharves, Locust Point, Baltimore. 


THE DESPARD COAL COMPANY 


OFFER THEIR SUPERIOR 


DESPARD COAL 


To Gas Light Companies and Manufacturers of Fire Clay Goods 
Throughout the Country. 
ROUSSEL & HICKS, ) {BANGS & HORTON, 
71 Broadway, N.Y. ) ( 16 Kilby 8t., Boston. 
Mines in Harrison Co., West Va. Wharves, Locust Point, Balt. 


Company's Office, 15 German St., Baltimore, Md. 


Among the consumers of Despard Coal we name: Manhattan 
dias Light Co., N. Y.; Metropolitan Gas Light Co., N. Y.; Jersey 
Cc = (N. J.) Gas Light Co.; Washington (D. C.) Gas Light Co.; 

Portiand (Maine) Gas Light Co. Reference to them is ae 





AGENIS. 








Keller's Adjustable Coke Crosher 


SIMPLE, STRONG, AND DURABLE. 
C. M, Eeller, sec. & supt. Gas Lt.& Coke Co. Columbus, Ind. 
Correspondence Solicited. 


THE NEW 


HANDY BINDER. 


Se) This article may be described as elegant 
in appearance, strong, durable, and possessing many special 
qualities of its own. It allows the opening of the pages per- 
fectly flat, whether one or several numbers are in the binder 
Any number can be taken out and replaced without disturbing 
the others. The papers are not mutilated for subsequent bind- 
ing in permanent form. The binder is supplied with gilt side 
title, and is an ornament to any desk or reading table. The 








JOURNAL, filed in the Handy Binder, becomes a volume of great 
value, always convenient for instant reference. Handy Binder, 
Postage paid, $1.00. 

A. M. CALLENDEK & CO,, 42 Pine St, N. ¥, 


BOOXKS. | 


DISTILLATION 0: OF F COAL TAR AND 
AMMONIACAL LIQUOR. 
By Grorce Lunez. Price $12.50. 

A TREATISE ON THE COMPARATIVE 
COMMERCIAL VALUES OF GAS 
COALS AND CANNELS. 

By Davin A. Granam. §8vo., Cloth. Price $3. 





Orders for these books may be sent to this office. 
A, M. CALLENDER & CO., 
42 Ping 81., N Y. Oiry. 








DEB 


PENN GAS COAL GO. 


OFFER THEIR 


Coal, Carefully Screened & Prepared for Gas Purposes 


Their Property is located in the Youghiogheny Ooal Basin, near Irwin and Penn Stations on the 
Pennsylvania Railroad, and on the Youghiogheny River. 
Principal Office: 


209 SOUTH THIRD STREET, PHILA., PA. 


Points of Shipment: 


Pennsylvania Railroad Piers; Greenwich Wharves, Delaware 
River; Pier No. 1 (Lower Side), South Amboy, N. J. 


Chesapeake & Ohio Railway Coal Agency. 


FOR THE SALE OF THE 


Superior Kanawha Gas Coals, Cannelton Cannel, 


Also, SPLINT AND STEAM COALS, 
From the Kanawha and New River Regions, on the line of the Chesapeake & Ohio R’way. 


C. B. ORCUTT, General Agent, - ; ~_No. | Broadway ‘Room 217) New York City. 


FRANCIS H. JACKSON, Prest. EDMUND H. MCCULLOUGH, V.-Prest. CHAS. F. GODSHALL, Treas. H. C. ADAMS, Sec. 


THE WESTMORELAND COAL CO. 


Chartered 1854. 


Mines situated on the Pennsylvania and the Baltimore 
and Ohio Railroads, in Westmoreland County, Penn. 














POINTS OF SHIPMENT: 


PHILADELPHIA, BALTIMORE, SOUTH AMBOY, N. J.. 
WATKINS (SENECA LAKE), N. Y. 


Since the commencement of operations hy this Company its well-known 
Coal has been largely used by the Gas Companies of New England and the 
Middle States, and its character is established as having no superior in gas 
giving qualities, and in freedom from sulphur and other impurities. 


Principal Office, 224 South 3d St., Phila., Pa. 

















A. M. SCOTT, PRESIDENT. A. DEMPSTER, C.E., SECRETARY. W. K. GILLESPIE, TREASURER. 


MONONGAHELA AND PETERS CREEK GAS COAL 60., 


PRODUCERS OF 


Goal Bluff Gas Coal. 


MINES LOCATED ON THE MONONGAHELA DIVISION OF THE PENNSYLVANIA RR. 
IN THE CENTRAL PORTION OF THE PITTSBURGH COAL FIELD. 











Points of Shipment—Buffalo, Cleveland, Erie, Chicago, New Orieans. 





Since the introduction of Coal Bluff Gas Coal it has aken rank among the few first-class Gas Coals, and ac- 
knowledges no superior in gas-giving qualities, ease of working, quality of coke, and freedom from impurities. 


Ceneral Office, 43 Sixth Ave., Pittsburgh, Pa. 
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GAS METERS. GAS METERS. GAS METERS. 









INTERNATIONAL--1876--EXHIBITION. 














The U. s. Custenaied Commission 


HAVE DECREED AN AWARD TO 


HABRIS, GRIFFIN & CoO., 
Twelfth and Brown Streets, Philadelphia, Pa. No. 49 Dey Street, N.Y. City, and No. 75 North Clinton Street, Chicago, Ill 


FOR THE FOLLOWING REASONS : 


The Exhibit consists of a Series of METERS from the Largest Size Station Meters for the use of the MANUFACTURE OF GAS, to those for the use of 
the ORDINARY CONSUMER. The Instruments are WELL MADE, RELIABLE as to INDICATION, and embody a number of sundry improvements which, 
with the general character of the Exhibit, entitle the whole to commendation. 

Attest—J. L. CAMPBELL, Signed—A. T. GOSHORN, J. RB. HAWLEY, 

Secretary, pro-tem. Director General President 


































NATHANIENIA TUFTS, 


No. 153 Franklin Street, Boston, Mass., 


MANUFACTURER OF 


DRY GAS METERS. 
Station Meters of any Capacity. 


= Test and Experimental Meters, Pressure Registers, Pressure Gauges, 
Dry Gas Meter. Pressure and Vacuum Gauges. 


eit Syrev experiance and tho METER PROVERS, PHOTOMETERS, STREET LANTERNS, ETC., ETC. 


is enabled to furnish reliabl k 
wal auawer eran prompt.” “" Patent Cluster Lanterns for Street Illumination. 








CHARLES E. DICKEY. JAMES B. SMALLWOOD. CHARLES H. DICKEY. 


Maryland Meter and Manufacturing Co., 


307 and 309 Sarat*~a Street, Baltimore, Md. 195 and 197 Michigan Street, Chicago, Ill. 
1115 Olive Street, St. Louis, Mo. 


MANUFACTURERS OF 


DRY GAS METERS, STATION METERS, GLAZED METERS, TEST METERS, METER PROVERS, PRESSURE & VACUUM REGISTERS 


Governors, Indicators, Service and Meter Cocks, and Meter Connections. 


“SUCCESS” GAS RANGES. 


Meter Repairing a oe ate tl 














SCIENTIFIC BOOEKS. 


We are prepared to furnish to Gas Managers, and others interested in the topics treated of, the following 
books, at prices named : 
KING’S TREATISE ON THE MANUFACTURE OF COAL! PRACTICAL TREATISE ON HEAT, by THomMAs Box. Sec-| THE GAS MANACER IN THE LABORATORY, by a Practica | 


GAS. Three vols.; $10 per vol. ond edition. $5. Student. 8yvo., Cloth. $1.50. 
: J Ww , c 8. 4to.. w GAS WORKS—THEIR ARRANGEMENT, CONSTRUCTION, 
GAS RANCEACCURS, ty Wars Homans ve PLANT, AND MACHINERY. $8. THE DOMESTIC USES OF COAL GAS, AS APPLIED TO 
numerous Engravings and Plates, in Cloth binding. $12. aac eee agent 
P COAL; ITS HISTORY AND USE, by PRoF. THORPE. $3.50. LIGHTING, by W. Suga. $1.40. 
TECHNICAL GAS ANALYSIS. $2.80. ee aes ‘ ria é ae 
;AS MANAGER’S HANDBOOK, by THOS. NEWBIGGING 34 ap THE GAS WORKS OF LONDON, by COLBURN. 60 cents. DISTILLATION OF COAL TAR AND AMMONIACAL LIQUOR 
oa gino oe agen id sg uN 2" | THE GAS FITTER’S GUIDE, Showing the Principles and Prac- by GEO. LUNGE. New Edition. $12.50. 
GAS CONSUMER’S GUIDE. $1. | tice of Lighting with Coal Gas, by JOHN ELDREDGE. 40 
A GUIDE TO GAS LIGHTING. 40 cents. Comte. A TREATISE ON THE COMPARATIVE COMMERCIAL VAL- 
S Wwe ( ( HUGHES. UES OF GAS COALS AN JANNELS, . A. GRAHA) 
GAS MEASUREMENT AND GAS METER TESTING, by F. W. | Ga Ae )RKS, AND MANUFACTURING COAL GAS, Hue - —— — AND CANNELS, by D. A. GRAHAM 


a | THE MANAGEMENT OF SMALL GAS WORKS, by C. J. R. 
i i) 
GAS CONSUMER’S HANDBOOK, by WILLIAM RICHARDS, C.E.; HUMPHREYS. $1. ” x GAS COMPANIES DIRECTORY. $3. 


18mo., Sewed. 20 cents. 


( » Li ‘ IPper;»rsc Th 1 ’ 
A PRACTICAL TREATISE ON GAS AND VENTILATION | [MANUAL F R GAS ENGINEERING STUDENTS, by D. LEE,| GAs VERSUS ELECTRIC LIGHT. 50 cents. 
with Special Relation to ws Xo — and Cooking | 
by Gas, by E. E. PERKINS. $1.2 | HOW TO MANAGE GAS, by F. WILKINS. Paper. 20 cents. | PURIFICATION OF COAL GAS, by R. P. SPICE. 8vo. $3. 


The above will be forwarded by express, upon receipt of price. We take especial pains in securing and 
forwarding any other Works that may be desired, upon receipt of order. All remittances should be made by check, 
draft, or post office money order. 


A. M. CALLENDER & CO., No. 42 Pine Street. New York. 
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GAS METERS. 


GAS METERS. GAS METERS. 








—_ 


GEO. J. MoGOURKEY, Pres, WM, H, McFADDEN, Vice-Pres. (Phila. ). WM, N. MILSTED, Gen, Supt, & Treas. (New York), WM. H, DOWN Sec 


AMERICAN METER COMPANY. 


WET AND DRY GAS METERS. PRESSURE REGISTERS. METER PROVERS, 
STATION METERS, PRESSURE & VACUUM REGISTERS. PORTABLE TEST METERS. 
EXHAUSTER GOVERNOBS. PRESSURE & VACUUM GAUGES. EXPERIMENTAL METERS. 
DRY CENTRE VALVES. CRESSON GAS REGULATORS. AMMONIA TEST METERS. 
GOVERNORS FOR GAS WORKS. MARSLAND WATER METERS. BAR AND JET PHOTOMETERS, 


Manufactories: GAS STOV ES, Agencies: 


> 9 y T rer , 177 Elm Street, Cincinnati. 
2 W. 22d St.. N. Y.{ SUG@’s “STANDARD” ARGAND BURNERS, | 177 Elm ser 
51 ’ SUGG’S ILLUMINATING POWER METER, pretender = tae en apo tray gg 


° 810 North Secord Street, St. Louis. 
Arch & 22d Sts., Phila. Wet Meters, with Lizar’s “‘Invariable Measuring’? Drum, 222 Sutter St., San Francisco, 








HELMME: & MeciLHENN yY, 


(Established 1848.) 


CAS METER MANUFACTURERS, 


Nos. 1339 to 1349 Cherry Street, Philadelphia, Pa., 
WET AND DRY GAS METERS, STATION METERS, EXPERIMENTAL METERS, METER PROVERS, 
Center Seals, Pressure Registers, Governors, Indicators, Photometers, and all other kinds of Apparatus for use in Gas Works. 


FOULIS’ PATENT STATION AND DISTRICT GOVERNORS. 
REPAIRING DEPARTMENT.— We employ a special force of skilled workmen repairing meters of all makers. 








WM. WALLACE GOODWIN, Prest. and Treas. WM. H. MERRICK, V.-Prest. 8. L. JONES, Sec. 8S. V. MERRICK, Supt. 


THE GOODWIN GAS STOVE AND METER COMPANY, 


Successors to W. W. GOODWIN & CO. 


1012, 1014 and 1016 Filbert St., Phila., Pa. 142 Chambers St., New York. 
76 Dearborn St., Chicago, Iil. 


WALDO BROS., Agents, 88 Water St., Boston. 


MANUFACTURERS OF THE “SUN DIAL” GAS STOVES, FOR COOKING AND HEATING PURPOSES. 


Dry and Wet GAS METERS, Station Meters (Square, Cylindr.cs. st in Staves) Glazed Meters, King’s and Sugg’s Experimental Meters, 
Lamp Post Meters, Etc., Etc., Meter Provers (sizes 2, 5 and 10 feet), Pressure Guages of all kinds, Pressure Registers, Pressure and Vacuum Re- 
gisters, Pressure Indicators (sizes 4 inch, 6 inch and 9 inch), King’s Pressure and Vacuum Gauges, Dry and Wet Centre Seals, Dry and Wet Gov- 
ernors, Exhauster Governors, Photometers of all descriptions. Letheby’s Sulphur and Ammonia Test Apparatus complete—also 

Testing and Chemical Apparatus of ail kinds, and of the most perfect description, for all purposes relating to Gas. 


GOODWIN’S IMPROVED LOWE’S JET PHOTOMETER. 


Agents for Brav’s Patent Gas Burners and Lanterns. 


Special attention to repairs of Meters, and all apparatus connected with the business. G + oe Bis, Mena‘e, Now York. 
All work guaranteed first class in every particular, and orders filled promptly, $= j= © ie a di 





D. MCDONALD & CO., 
GAS METER MANUFACTURERS. 


(Hstablishead 1854.) 
51 Lancaster St., Albany, N.Y. 34 & 36 West Monroe St., Chicago, IIL. 


STATION METERS, EXPERIMENTAL METERS, METER PROVERS, PRESSURE & VACUUM REGISTERS, PRESSURE GAUGES, ETO. 











Also STAR GAS STOVES, RANGES, and HEATING STOVES. 





We use only the very best materials, and employ the most skilled labor, and by our long experience (32 years) and personal supervision of every ‘detail, we 
feel justified in assuring the public that our goods will give perfect satisfaction. Every Meter emanating from our esteblishment will bear the State Inspector's 
Bapag, and will be fully warranted by us. Our Annual and Calendar will be sent to Gas Companies upon application. 
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GAS STOVES. GAS STOVES. 


THE GOODWIN GAS STOVE AND METER CO, 


1012-18 Filbert St., Phila, 142 Chambers St., N. Y., 76 Dearborn S8t., Chicago. 


Agents, WALDO BROTHERS, 88 Water Street, Boston. 











Wt Meee and Treas, SAMUEL V. MERRICK, Supt. 
a Lawn pa pa res. ee — ——_____—— G. B. EDWARDS, Mang’r, N. y, 
by ‘ ‘ 8S. 8. STRATTON, Mang’r, Chicago, 


SOLE MANUFACTURERS OF THE 


“SUN DIAL” GAS STOVES, 


The Most Economical, Efficient, and Durable Gas Stove Made. 
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GAS COOKING STOVE, No. 7 B. 





SIZE. 
Stove. Oven, Roaster. Top. Length over Ex 
31 tn. high. 94 tn. high. 10 in, high, 21 in. long. tension Shelves 
17 in. wide 1414 in. wide, 15 in. wide, 16 in, wide. 82 in 
12 in. deep. 13 in. deep 
This Stove has three boiling burners in the Top or Hot Plate, and one 
GAS COOKING STOVE, No. 8 C. single oven burner. 
SIZE. This cut represents our New Style Cooking Stove. As will be seen, it has 
Stove. Oven. Roaster. Top. Length over Ex- an ornamented cast-iron Base ana Front, and extension shelves. The Oven 
37 In, high. 12 In. high. 12 in. high. 24 in. long. tension Shelves, Burner, which is atmospheric (unless otherwise ordered), is of an entirely 
20 in. wide. 1714 in, wide. 18 in. wide. 21 in. wide. 36 in. new and improved pattern (patent), The ovens are of greater capacity than 
12 in. deep. 13 in. deep. those of the old style. The Top, in conjunction with the Outlet Pipe, is 
This Stove has four burners on top, and double oven burner. designed to carry off all the products of combustion, if desired, but they are 
Tnotepis mass Prius. an thet a qoanteriantiy of cneiian eaeaaic one ee used also supplied with a loose ring which converts it into an ordinary open top 
By lifting out the covers and crosspleces and putting in a suitable forked ring, which is stove. : 
sent with each stove, a wash boiler or other lurge utensil may be set over two burners. The consumption of this Stove Is 35 cubic feet per hour at! inch pressure 
a ceutinwens also fits in the same position. The roasting oven is pro- with all Burners in use. 
F a SU- yr. 
All Fittings are Nickel-Plated. All Fittings are Nickel-Plated. 











HOT PLATE, No. 111. 


7 RADIANT ” BOILING STOVE, WITH REGEN- Size, 36 in. long, 12 in. wide, with three double burners, 6 taps. 
ERATIVE BURNER. Consumption, with all burners in use, 36 cubic feet per hour, with 1 in, pressure. 


Size, 644 inches diameter, 3 inches high. Consumption, 6 feet per hour at 1 in, pressure, ly in, supply pipe should be used where the pressure 1s 1 in. or over, 














